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PREFACE 


HE ENORMOUS strides made during the past few years 

in the advancement of electrical applications and their un- 

-limited possibilities in the future have made the study of 

electricity one of great importance. The fundamentals and 

the practical applications of electricity should be understood 

by every man, woman and child because they are sure to 
make use of them in one way or another. 


Because of its inherent technical nature, this subject has 
been rather difficult to present in language readily understood 
by young students and workers in the home. 


This book has been written with the idea that it is to be 
used in junior and small high schools, grammar grade classes, 
continuation schools, other vocational schools, and in the 
home; and it has been the aim to make it extremely practical, 
and of value in teaching electrical operations and repair, giv- 
ing only those principles that are of practical value, and then 
only in a popular, non-technical manner. 


The descriptive matter has been so arranged as to make the 
book valuable as a text in regular classes where it should sug- 
gest many things of interest to be observed or applied in the 
home; or for use in classes in connection with electrical labo- 
ratory or shop work, or with the problems given in home 
mechanics courses and the like; or for use in the home in 
helping to make electrical troubles readily understood. 
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PREFACE 


The subject matter and the sequence of the topics have 
been treated in such a way that the book as a whole is well 
suited for use as a text in class-room, shop, and laboratory 
work. In addition, each part is so complete within itself that 
the book should prove to be of value as a reference book on all 
practical problems in electricity. 


The illustrations and descriptions have been made as sim- 
ple and clear as possible in the hope that they will be readily 
understood and that they will suggest to the teacher and the 
student the innumerable applications and problems involved. 


GEO. A. WILLOUGHBY. 
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CHAPTER I 


ELECTRICITY AND ELECTRICAL CURRENTS 


1. Natureof Electricity.—Theexact nature of electricity 
is not definitely understood at the present time altho 
much time and energy have been spent on its study. It is 
not necessary, however, to know what it is before one is able 
to make use of it, any more than it is necessary to know what 
water is before it can be applied in useful ways. It £s neces- 
sary to know how water acts and for what purposes it may be 
used. Likewise, those using electricity must know how it 
acts and how it can be directed and controlled so as to do use- 
ful work—such as ringing bells, lighting lamps, heating irons, 
making toast, running washing machines, etc.  Altho it 
is not known exactly what electricity is, it 1s known that it 
acts as if it were a weightless, invisible fluid existing every- 
where. It is known that it is not a fluid but that its actions 
and effects resemble those of a fluid to such an extent that it 
is usually considered as if it were one. 


2. Why Everyone Should Understand Electrical 
Applications.—Electricity is probably just as plentiful as 
water and perhaps more so but we don't see it. Wesee only its 
effects. These are very numerous and are of such value that in 
most cases it behooves everyone to understand asmany of them 
as he possibly can. Lightning is one effect of electricity and 
the Northern Lights another, both of which are beyond the 
control of man. Man cannot control the rainfall or the ocean 
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tide. Nevertheless, the water flowing in a stream may be 
harnessed and made use of in many ways, and by the use of 
pumps, pipes and various other apparatus, it can be made to 
serve in many ways in the home. Its applications in every- 
day life are comparatively simple and very little difficulty is 
encountered in its use. A pipe may spring a leak or a valve 
may not operate properly, but there is little trouble involved 


Hii 


Fic. 1. Common applications of electricity—lighting a house, ring- 
ing a bell, heating a flatiron, lighting a table lamp, lighting automobile 
headlights, and operating a fan. 


in detecting, repairing or replacing either, and the danger in 
such cases js practically negligible. In the use of electricity, 
however, there is much more chance for accident and consid- 
erable difficulty will usually be encountered in detecting the 
most simple troubles because electricity itself is invisible and 
only its effects can be detected. These effects may be in the 
form of an electric shock, which in some extreme cases may 
cause death if the user 1s not familiar with the methods of 
handling electrical currents. 

Water is one of the most important things in life; without 
it wecould notlive. Electricity is one of the most important 
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powers in the world today, and without it civilized people 
would be lost. Itis used for operating street cars, interurban 
cars, locomotives, street lamps, and automobile lamps; for 
operating lamps, stoves, heaters, toasters, cleaners, and ma- 
chines and devices of all descriptions in the home. Some of 
these are illustrated in Fig. 1. Is it not well, then, for every- 
body to know something about electricity? 


3. Electrical Currents.—An electrical current is elec- 
tricity in motion. Electrical currents are of very great im- 
portance since it is the movement of electricity that really 
causes the effects commonly employed in useful ways. They 
must be led and controlled, however, before they can be 
used, and it is the leading and controlling that the average 
person has to deal with most. Thus it is well to start with 
a description of the manner in which electrical currents are 
handled or the manner in which electricity is transmitted 
from one place to another. 

Electrical currents are so similar to water currents that 
they can be understood most readily if the latter are kept 
constantly in mind. Everyone is so familiar with these that 
it is necessary only to recall various simple points regarding 
them. These being clear, it is easy to see how electricity is 
like water in some respects,, but unlike it in others; how con- 
ductors are like pipes In some ways, but unhke them in 
others; how pipes resist the flow of water and conductors 
resist the flow of electrical current, etc. In this way points 
of importance may be fixed firmly in mind. 


4. Transmission of Electrical Currents.—Water is 
usually transmitted from one place to another thru pipes or 
thru hose. The pipes have a continuous opening thruout 
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their length thru which the water flows. Electricity differs 
considerably from water in this respect, for it will not flow 
thru an open space, but is transmitted only thru a material 
having the power of carrying it. It will flow thru a solid 
wire or bar of any shape if it is made of a conducting mate- 
rial (Fig. 2). 
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Fic. 2. A short piece of pipe (water conductor) and examples of 
solid electrical conductors. 


The conductors most commonly used in the transmission 
of electricity are in the form of metallie wires, but many of 
those used in the making of electrical apparatus and con- 
trolling devices are in other forms. 


SUMMARY OF PRINCIPLES IN CHAPTER I 


]. Electricity acts as if it were a weightless, invisible fluid existing 
everywhere. 


2. The applications of electricity are so numerous and so important 
that everybody should understand them. 


3. Anelectrical current is electricity in motion. 


4. Electricity is transmitted from one place to another by con- 
ductors which are usually made of metal in the form of wire. 


QUESTIONS 


1. Istheexact nature of electricity definitely understood? 
2. Isit necessary to know what electricity is before it can be used? 


3. Why is it important that everybody understand the applications 
of electniaty? 


4. What must pe known about electricity before it can be used 
intelligently? 
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5. Enumerate as many uses of electricity as you can. 


6. Why is it rather difficult for one not understanding the actions 
of electricity to detect troubles? 


7. What is an electrical current? 


8. How does the transmission of electricity differ greatly from the 
transmission of water? 


9. With what part of electrical work must the average person deal 
most? 


10. Do you know of any case where an electrical conductor is not 
round ın the form of a wire? 


SUGGESTIONS 


Observe carefully every electrical installation vou see ana trv to 
learn something apout jt. 


CHAPTER If 


ELECTRIC CONDUCTORS AND INSULATORS 


5. Common Conducting Materials.—The most com- 
mon conducting materials are metals, such as copper, brass, 
iron, aluminum and the like; but many other substances, 
especially when they are damp, carry electricity quite readily. 
It is known that if water is poured upon the ground, it will 
soak into it or, in other words, it is transmitted by the 
ground, and it is known also that water is transmitted slowly 
by wood and cloth, especially when they are damp.  Elec- 
tricity is also transmitted by the ground, by wood, and by 
cloth, when they are damp. There are some substances, 
moreover, that will not let water pass thru them to any ap- 
preciable extent, and many of the same substances will not 
let electricity pass thru them. Materials that let electricity 
pass thru them very readily are called good conductors; 
those having the property of carrying current only to a 
limited extent are called poor conductors, and those which do 
not permit any appreciable amount of electricity to pass thru 
them are called insulators. 


6. Common Insulating Coverings.—Cotton and silk 
are fairly good insulating materials if they are dry, but they 
are not good if they become damp or if there is too much elec- 
trical pressure. Wires covered with cotton or silk are used 
quite extensively in electrical work, but they are usually 
saturated with some moisture-proof material such as paraffin, 
The wire commonly used in bell work is covered with a laver 
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of cotton saturated with paraffin. Cotton or silk alone are 
not very good insulating materials, especially if the pressure 
is high, and one should not think that because he has clothes 
of cotton or silk electricity will not pass thru them. 

It is easy to remember these points if the use of an um- 
brella is brought to mind. An umbrella is covered with cot- 
ton or silk to protect its user during a shower. It serves its 
purpose if the shower does not last too long, and if it does not 
rain too hard. If the cloth becomes saturated with water, 
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Fic. 3. Several well-known coverings used for protection against 
water, and several common electrical-conductor coverings of the same 
kind of material. 


the person is liable to get damp. Likewise, these materials 
are good for protecting against electricity in some cases, 
but not if they become damp. 

When it is necessary to withstand heavy storms or large 
quantities of water, goods of rubber are used instead of those 
of cotton or silk. Rubbers, rubber boots, rubber coats and 
rubber hats are sure protection against water if they don't 
leak. In electrical work, rubber is one of the most common 
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coverings used. Wires used in houses are covered with rub- 
ber, and many of the smaller pieces of electrical apparatus 
have parts made of hard rubber. Rubbers and rubber gloves 
are good protectors against electricity. Rubber coverings 
and rubber clothing are used mostly as a protection against 
the gradual flow or leakage of water, but only in few cases are 
they used for retaining it within certain bounds. 


ANNA 
YIN, 


Fic. 4. Common forms of porcelain used in both water and elec- 
trical applications. 


7. Common Insulators.— When it is desired to hold 
water in a certain place, it is usually run into a porcelain- 
covered vessel—a bath tub or a wash bowl— because porce- 
lain is water-proof. Porcelain is used very extensively for 
insulating purposes or to keep electrical currents within given 
bounds. Porcelain tubes are used to encircle wires when 
they pass thru wood, porcelain knobs are used for supporting 
wires running lengthwise of beams; and switch-bases, fuse. 
blocks and sockets of porcelain are very common. Some 
examples of porcelain used for these purposes are shown in 
Fig. 4. 
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8. Table of Conducting Powers of Common Mate- 
rials.—In the following table a few common substances are 
arranged according to their conducting powers: 


Good Conductors: Poor Conductors: Insulators: 
Metals. Dry wood. Porcelain. 
Graphite. Parer. Glass. 
Solution of salts Pure water. Mica. 

and acids. Dry earth. Rubber. 


SUMMARY OF PRINCIPLES IN CHAPTER II 
1. A good conductor is a material having the power of transmitting 
electricity readily. 


2. A poor conductor is a material that permits only a comparatively 
small amount of current to pass thru it. 


3. An insulator is a material that does not permit any appreciable 
amount of current to pass thru it. 


4. Cotton, silk, and rubber are common insulating coverings. 
5. Porcelain is one of the most common insulating materials. 


6. The ground when it is damp carries current quite readily. 


QUESTIONS 


1. What are the most common conductors? 
2. When are cotton or silk coverings satisfactory ? 


3. How can the insulating properties of these materials be greatly 
benefited? 


4. Whereisrubber-covered wire most commonly used? 
5. Whereis cotton-covered wire most commonly used? 
6. What common article compares with the cotton or silk covering? 


7. How is it easy to remember that rubber is a common insulating 
covering? 


8. What is the most common insulating material used in house 
wiring? 
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9. Enumerate as many different electrical devices as you can that 
are made wholly or in part of porcelain. 


10. What is mica? 


SUGGESTIONS 


Procure as many of the materials mentioned as you can or see if 
you can find any of them in actual use. 


CHAPTER III 


ELECTRICAL PRESSURES 
9. Electrical Pressure Causes Current to Flow.—Some 


of the materials used in the transmission of electricity have 
been mentioned, but nothing has been said, as yet, of what 
causes the current to flow thru the conductors. It is neces- 
sary for the reader to know what is required to make electrical 
current flow thru a conductor, or a conducting circuit, before 
he can expect to be able to do much with electrical apparatus 


intelligently. 


Before considering the cause of the 
SPRAYER 


movement or flow of electricity, how- 
ever, let us consider the flow of water. 
A pipe may be full of water, but none 
of it will flow until pressure is supplied in " 
some way. 'This pressure may be brought = 
about in one of several ways, depending iik | 
upon the requirements and the available T= I | 
equipment. Water or other liquid may be | 
required for any of several different pur- 
poses. [If it is necessary to furnish only  Fic.5, Two com- 
a small spray, as for spraying vines and cpi nid A 
the like, a small sprayer pump is all that — the sprayer and the 
storage tank. 
is required. If it is desired to furnish 
larger quantities of water, but for rather short periods of time, 
a storage tank may be used (Fig. 5). If, however, a high 
pressure or a very great amount of water is required, a pump- 
ing station must be provided, or, if possible, provision must 
19 
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be made for purchasing the water from a large pumping 
station. 

To force electricity thru conductors, we find it necessary to 
furnish electrical pressures in ways somewhat similar to those 
used in furnishing water pressures. 


10. Common Methods of Supplying Electrical Pres- 
sure.—Electrical pressure is called voltage or electromotive 
force, the first being taken from the name of a man, Volta, 
who did a great deal toward the devel- 
oping of electricity, and the second 
meaning "the force that causes elec- 
tricity to move." If only low pressures 
and comparatively small quantities of 
current are required such as in the case 
of ringing door bells and the like, dry 
cells are used. Then, where greater 
quantities of electricity are needed, 
storage batteries may well fulfill the 
requirements (Fig. 6). If, however, 
BATTERY high voltages and large quantities are 
required, a small power plant must be 

Fic. 6. Two of the installed or the power must be pur- 
common methods of chased from a central power station. 
supplyirg electrical 
tle we mine te 11. Brief Description of the Dry 

Cell.—Since the dry cell is one of the 
most common sources of small electrical pressures, it is well 
to study it briefly at this time. 

Over one hundred years ago an experimenter named 
Volta discovered that an electric current could be caused 
to flow by the use of chemicals. He found that when dilute 
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sulphuric acid was placed in a glass tumbler and a strip of 
zinc and a strip of copper suspended in it, an electric current 
would flow from the copper to the zinc if they were connected 
by a conductor. 


The dry cell of today is the result of this discovery. "The 
zinc is made in the form of a can for the 
purpose of retaining the rest of the cell, 
thereby doing away with the necessity of | 
using a glass tumbler, the copper has been 
replaced by a carbon stick having the || 
same effect, and the sulphuric acid has 
been replaced by other chemicals in the | 
form of a paste instead of a liquid (Fig. 7). W^ 


12. Operation and Uses of Dry Cells. 
Whenever a cell is in use, the chemicals in W 
it "eat" the zinc and both chemicals and 
zinc are gradually used up. After these dk. 
have been consumed, the cell is of no more 
use and is usually thrown away. Some- eg! of a qr 

A — @ å ua : 
times if it is extremely cold, heating a cel] cell, showing the 


: : : : carbon stick, the 
will cause it to liven up, and the life can be zinc container, the 


extended slightly sometimes by removing — p dns 
the wax from the top of the cell and pour- **^* Parts. 
ing water into it. It must be remembered at all times that a 
dry cell is capable of furnishing electric pressure only while 
the chemicals and zinc are in good condition, and that even 
while these are in good condition, it must be used for short 
periods only. 

Dry cells are used quite extensively for ringing door bells, 
running clocks, operating spark coils, etc. Often it is found 
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that one cell is not capable of furnishing sufficient pressure, in 
which cases two or more are connected in series. That is, the 
carbon of one is connected to the zinc of the second and the 
line wires to the other two terminals. The pressure of two 
cells connected in this manner is double that of one, and that 
afforded by three is three times that of a single cell. 


13. Brief Description of Storage Battery.—Thestorage 
battery depends upon chemicals for its action as does the dry 
cell, but they are of such a nature that they do not become ex- 
hausted as in the case of the latter. Instead of being made of 
zinc, carbon and a chemical 
paste, the storage battery is 
made of plates of lead immersed 
in a dilute or "weak" solution 
of sulphuric acid. When elec- 
trical current is sent into the 
battery, a chemical action 
takes place which causes an 
electrical pressure to beformed. 

wA ie Common ptorage bat- Then, when the battery is 
biles. connected to an electric circuit, 
the pressure thus formed causes current to flow. 


It is possible to make a small storage cell by putting two 
sheets of ordinary lead in a glass jar filled with a very dilute 
solution of sulphuric acid. Electrical current is then forced 
thru-the plates and the solution of acid. One of the plates 
turns brown colored, while the other remains the gray color 
of lead. This is due to the chemical action taking place. 
At the same time the acid becomes more concentrated or 
“stronger. Now, if the source of current is disconnected 


ELECTRICAL PRESSURES 23 


and a bell or other small piece of electrical apparatus is 
connected to the two plates, 1t will be found that the battery 
thus formed will cause 1t to operate, but that the brown 
plate will gradually change color and the solution will become 
more dilute again. 

Commercial storage batteries such as shown in Fig. 8 
operate In a manner similar to this, but their plates are 
specially prepared and the containers are usually made of 
rubber instead of glass. Several cells are usually connected 
in series in the average storage battery, and provision is 
made for connecting onto the first and last cell. The number 
of cells connected in this manner is dependent upon the pres- 
sure desired. 


14. Uses of Storage Batteries.—Altho storage batteries 
are used for several different purposes, we are most interested 
in their uses in automobiles because they are so extensive and 
socommon. Practically every automobile is equipped with a 
storage battery for lighting, for ignition and for operating the 
starting motor. Thestorage battery is quite a delicate piece 
of apparatus and requires great care in its operation. It is 
spoiled easily if it is not given the proper attention and care. 
It is important, then, that we take up briefly, at this time, 
how to take care of a storage battery. 


15. Care and Operation of a Storage Battery.—The 
battery in an automobile requires more attention than any 
other item of equipment because of its electro-chemical na- 
ture. The battery should be examined, tested, filled and 
wiped off once a week. The fluid must be maintained at a 
level above the tops of the plates by adding distilled water. 
Acid should never be added to replace evaporation. If the 
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charge in the battery is allowed to run down too low, the 
plates are liable to be ruined so the state of charge should be 
determined when the battery is tested. Now, as has been 
stated, the strength or weight of the solution changes with 
the charge, so it is possible to determine the condition of the 
battery by measuring the strength of the solution in it. This 
weight is called "specific gravity" and is measured by an in- 
strument called a "hydrometer." The method of taking 
these readings will be described later. 


16. How to Avoid Running Down a Battery.—An 
undercharged condition of a battery may be the result of ex- 
travagant use of electrical current. Short runs and frequent 
stops, requiring the use of the battery for turning the starting 
motor, or using the car largely at night so that the lamps use 
up more current than is furnished by the generator, may be 
the cause of this condition. The exhausting of a battery may 
be avoided by refraining from using the starting motor more 
than is absolutely necessary, by not blowing the horn un- 
necessarily, and by using the light economically. 


17. How to Remedy Undercharged Condition of a 
Battery.—If the battery is not too badly undercharged, the 
remedy is to drive the car for a good distance at a good rate of 
speed. Before this is done, however, the meter on the dash 
should be noted and should read “charge” when the motor is 
running at a fair rate of speed. If this doesn't show “charge,” 
something must be wrong in the charging circuit which must 
be repaired before running the machine will do any good. 


18. How to Take Hydrometer Readings.— To take a 
hydrometer reading (Fig. 9), in order to indicate the condition 
of the battery, remove the filling plugs, or caps, from one cell 


ELECTRICAL PRESSURES 2b 


at a time. Next, insert the hydrometer syringe into the 
filling tube and draw enough solution to float the glass bulb 
inside the instrument. "The reading of the level of the solu- 
tion on the bulb is the one desired. If it reads 1.275 or more, 
the battery is considered fully charged. If it reads less than 
1.225, it 1s practically discharged and must be taken care of 
immediately. Readings between these two values give an 
indication of the amount 
of charge in the battery. 
19. Pressures Pro- 
duced by Generators.— 
Both the dry cell and the 
storage battery have lim- 
ited applications and both 
are expensive. It 1s neces- 
sary, then, when high pres- 
sures and large quantities 


of electrical power are re- 
Fic. 9. Howa hydrometer read- 


quired at a reasonable cost, ing is taken to determine the state of 
that some other method of charge of the storage battery. 


producing pressure be used. It has been found that it is pos- 
sible to provide voltage by the use of machines called gener- 
ators which can be revolved by engines or water-wheels at a 
small expense. The pressures produced in this way can be 
distributed to the various desired locations and used for 
operating electrical devices. 

The principles of operation of these machines are too com- 
plicated to be taken up at this time, and it is not absolutely 
necessary to understand them before one is able to use many 


common electrical devices, so we will consider generators as if 
they were batteries. 


| 300-FULLY CHARGED 
1.159 - DISCHARGED 
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SUMMARY OF PRINCIPLES IN CHAPTER III 
1. Electrical pressures are required to make electricity flow thru a 
conductor. 


2. Electrical pressures are provided by dry cells, storage batteries 
and generators. 


3. Dry cells are suitable only for intermittent work. 


4. Dry cells are useless after the chemicals and zinc have been used 
up. 
5. Storage batteries must be given very careful attention. 


6. Thesolution in a storage battery should be kept above the plates 
by adding distilled water. 


7. Acidshould never be added to a storage battery. 


8. Care should be taken not to use the starting motor on an auto- 
mobile so much that the battery is run completely down. 


9. Astorage battery should be inspected weekly. 


10. The condition of a storage battery is indicated by the specific 
gravity of the liquid in it. 


QUESTIONS 


1. What is required to cause electricity to flow? 


2. What are the three most common methods of supplying electrical 
pressure? 


9. What is electrical pressure called? 

4, What are dry cells used for? 

5. Where are storage batteries most commonly used"? 

6. How does a storage battery differ from a dry cell? 

7. Isit possible to recharge a dry cell? 

8 What should be borne in mind when using a dry cell? 
Y Howare dry cells connected to increase the pressure? 
10. What care should be taken in using? storage battery? 
11. What is a hydrometer? 
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12. Howis it possible to avoid running down a storage battery? 
13. What advantege has the generator over the storage battery? 
14. How do you take hydrometer readings? 


SUGGESTIONS 


1. Dry cells are frequently thrown away and may be obtained with- 
out cost. See if you can get an old one and “liven it up" by chipping 
the wax from the top and pouring water in it. 


2. Tear an old dry cell to pieces and see if you can learn more about 
its parts than is given 1n this book. 


3. If you have an automobile, try to locate the storage battery and 
see how many cells are connected inseries. Each cell gives two volts. 
What is the voltage of the battery? 


4. Look at the meter on the dash the next time you take an auto 
ride and see if it reads “charge.” 


5. Watch the meter when the lamps are on and see if it reads “‘dis- 
charge.” 


6. The meter does not read when the starting motor is used because 
80 much current is taken that it would be burned out. See that this is 
true by watching the meter when the motor is being started. 


7. If you have a doorbell in your house see if you can locate the dry 
cells that furnish the pressure for it. 


8. If you have a doorbell and cannot locate any dry cells it is possi- 
ble that the bell is operated from a small bell-ringing transformer con- 
nected to the lighting circuit. If this is thought to be the case, see if 
you can locate the transformer. 


CHAPTER IV 
THE FLOW OF ELECTRICAL CURRENT; ELECTRICAL CIRCUITS 


20. Flow of Electricity vs. Flow of Water.—Having 
become familiar with the fact that electricity 1s caused to 
move thru materials that are conductors if electrical pressure 


Fic. 10. Showing an important difference between the flow of water 
and the flow of electricity. Electricity will not flow unless there 1s a 
complete circuit. 


or voltage is supplied, let us now consider the facts surround- 
ing the flow of electrical currents. 

The flowing of electricity is like the flowing of water in 
some respects, but decidedly different from it in others. 
Water will flow out of the end of a pipe or hose if pressure is 
applied. Electricity will not flow out the end of a wire or 
other conductor. Before it is possible to make electricity 

28 
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flow, it is necessary to provide a complete circuit for it; that 
is, there must be a continuous conductor, or series of con- 
ductors, leading from one terminal of a battery around thru 
the point to which the current is transmitted and back to the 
other terminal. Just the opposite is true in the case of a 


Fic. 11. Illustrating the fact that water flows slowly thru a small 
pipe, but rapidly thru a large one, just as electricity flows slowly 
thru a small wire, but rapidly thru a large one. 


water circuit formed by making two connections to a tank. 
No water will flow if a closed circuit is formed by running a 
pipe from the tank to the point where the water is desired and 
back to the same tank again. These points are illustrated in 
Fig. 10. 

21. What Affects the Flow of Electricity.—There are 
three very important points brought out so far which should 
be kept in mind constantly. First, conductors are required 
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for carrying electrical currents. Second, electrical pressure 
or voltage must be supplied by a battery or generator before 
electrical currents will flow thru the conductors. Third, the 
conductor, or series of conductors, must form a closed circuit 
from one terminal of the source of current to the other, or no 
current will flow. 

It is not sufficient, however, to say that conductors, pres- 
sures and closed circuits are all that are required without 


Co pper Wire 


Fic. 12. Showing thc flow of current thru a copper wire and an iron 
wir: of the same diameter and length when connected to dry cells of the 
eame kind. About seven times as much current flows thru the copper 
as thru the iron, due to different electrical properties of the two metals. 


going more into detail as to the other things affecting the flow 
of electricity. Water flows slowly out of a small pipe, but 
rapidly out of alarge one. Likewise, electricity flows slowly 
thru a small wire and rapidly thru a large one (Fig. 11). 
Then, if a short, heavy wire were connected to the terminals 
of a dry cell, a very large current would flow. If this were re- 
placed by another copper wire of the same length, but smaller 
in diameter, less current would flow. If this were continued, 
replacing the wire each time by one smaller in diameter, the 
flow of current would be less after each change. The same 
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would be true if different sizes of pipes were connected to a 
tank of water; but if iron wires of the same size were substi- 
tuted for those of copper, only about one-seventh as much 
current would flow in each case (Fig. 12). The matenal of 
which the conductor is made has a great deal to do with the 
speed at which it will carry electricity. No two materials 
will carry it with exactly the same ease. Now, if wires twice 
as long were used, it would be found that in every case only 


Fic. 18. Indicating the difference in the flow of current thru a short 
wire and a long wire of the same material and size. If the wire is twice 
as long, only one-half as much current will flow thru it. 


one-half as much current would flow thru them, as illustrated 
in Fig. 13. 

The foregoing may be summed up in the following. 

The ability of a conductor to carry electrical current de- 
pends upon (1) the diameter of the conductor or its cross-sec- 
tional area, (2) the material of which the conductor 1s made, 
and (3) the length of the conductor. 


22. Resistance.—These facts—that the ease with which 
the current flows thru a conductor depends upon the size of 
the conductor, the material of which it is made, and its 
length—are of great importance and should be remembered 
by the student. If these were not true, we would have no 
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electric lights, electric toasters or electric heaters, because 
these all depend upon *'resistance" for their operation. 

Resistance is the physical property of a material by virtue 
of which the material opposes the flow of electrical current. 
The resistance that the different materials offer to the flow of 
electricity varies greatly. No material is a perfect conductor, 
and no material is a perfect insulator. However, some mate- 
rials have such a small amount of resistance that they are 
called conductors, and others have so much that they are 
called insulators. 


23. Simple Electrical Circuits.—Having learned the 
important points regarding electricity, its transmission and 
its flow, the reader is now in a position to understand some of 
the more simple electrical circuits and, perhaps, to do some 
simple wiring. No attempt will be made at this time to ex- 
plain why or how the different pieces of electrical apparatus 
operate—why a bell rings or why a lamp lights—but it will be 
taken for granted that if proper connections are made be- 
tween the battery and the device to be operated, such as a 
bell or battery lamp, the bell will ring or the lamp will light. 

Since we know that a complete conducting circuit must be 
formed before current can flow, it 1s evident that two wires 
must be connected to every piece of electrical apparatus. 
Every circuit must lead from one side of a battery to one side 
of the bell, or lamp, and from the other terminal back to the 
other battery terminal. 


24. The Bell Circuit.—The simplest method of con. 
necting a bell to a dry cellis to touch its terminals to those of 
the cell. The current then flows directly thru the bell and 
causes it to ring. Such an arrangement as this would be of 
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very little value, however, and is never used. In houses or 
other places where bells are used as signals, the battery and 
the bells are some distance apart. "This being the case, let us 
consider connecting a bell to a dry cell under practical condi- 
tions. It is evident that two wires of the proper kind must 
berun from the bell to the dry cell If this be done, however, 
as the last connection to the cell is made, the bell will start to 
ring and will continue to do so until the wire 1s disconnected 
again, or until the battery is used up. To make possible the 
controlling of the bell in such a case, it is necessary to leave 
one of the wires disconnected from the dry cell and to touch 
it to the cell terminal when it is desired to have the bell ring 
and remove when itis to be stopped. This is, of course, very 
inconvenient and unpractical, and it is not desirable to have 
to control the bell from the battery. 


Suppose, now, that we try to provide a method whereby 
the bell can be controlled from a point half-way between it 
and the battery. The wire that has been left disconnected 
from the cell can be cut in two and the end nearer the cell 
connected to the terminal without causing the bell to ring, be- 
cause the circuit 1s open at the point where the wire 1s cut. 
All that is necessary to make the bell ring after this has been 
done is to close the circuit by touching the bared ends of the 
wires at the point where the cut was made. Such an arrange- 
ment is shown in Fig.14. This provides a method of control, 
but it is not very satisfactory because the wire ends are 
rather inconvenient to handle and it 1s non-practical in many 
ways. To make possible the controlling in a similar manner, 
but by a much more convenient method, the push-button has 


been devised which makes an opening in the circuit as does 
3 
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the cut in the wire, but which provides a simple and con- 
venient means of closing it. 


25. Push-Buttons.—Push-buttons are made in a va- 
riety of forms with wood, hard rubber, or porcelain bases. 
Upon the base plate are two contact parts of springy metal 

(Fig. 15, B and C). They are ar- 

6 ranged in such a way that when no 

pressure is applied to B, they re- 
3| ] & main separated, thereby causing a 
break in the circuit, which is the 
equivalent of having the bell dis- 


DRY 
CELL connected from the dry cell. When 
the button A is pushed, the parts B 
a and C come together and the circuit 


" is closed, which is the equivalent of 

Fic. 14. The connec- , 
tions required for, operat- connecting to the dry cell. Holes 
MO is made x Nes are provided in the base for fasten- 
ing and closing the circuit ing screws and for wires to be con- 


at point A. 
nected to the contact parts. 


26. Connecting Bell Circuits.—It will be seen, by re- 
ferring to Fig. 16, that when a push-button is installed in a 
bell circuit, three pieces of wire are required for the complete 
circuit—one from the bell to the push-button, one from the 
button to the dry cell, and one from the bell to the dry cell. 
In attaching the wires to the bell terminals, the cell terminals 
and the push-button strips, care must be taken to scrape the 
wires bright and clean, and when connecting to the screws, 
the wires should be bent into the form of a loop and placed 
under the screw heads to insure good contact. 
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27. Important Points Regarding Connections.—It 
must be borne in mind at all times that whenever connections 
are made, good contact must be made between the two con- 
ductors thus joined, because the electricity is forced to go 
from one conductor to another. If a connection is attempted 
without making good contact, the current 
will not flow because of the high resistance 
ofrered by the poor joint. ‘To avoid this 
trouble, always see that terminals and con- 
necting wires are clean and bright, and 


that good contact is formed between the 
conductors. 


28. Troubles in Bell Circuits.—The 
most common causes of trouble in bell cir- 
cuits are weak or worn-out batteries, dirty 


Fic. 15. Cross- 
sectional view of 


' . thetop of a push- 
terminals or loose connections on the push aonana keba 


button, loose connections on the bell, break upon which it 


e e š e a SCTeWS. 
in the circuit known as open circuit, or 


short-circuited wires. A short circuit means a connection 
between the wires before they get to the bell which permits 


the current to flow from one terminal of the battery to the 
other without getting to the bell. 


29. Repairing Bell Circuits.—Weak or worn-out bat- 
teries must be replaced. It is well to have a good bell and a 
good battery on hand when testing for troubles. Try the 
good bell on the batteries, connecting it directly to the termi- 
nals. If the battery is good, look for one of the other troubles. 
The push-button should be taken apart and cleaned thoroly. 
If the bell does not operate after the battery and the push- 
button have been inspected, it is well to try a new bell in the 
place of the other. If this bell does not ring, there must be a 
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break in the circuit, or a *short." To test for a short (Fig. 
17), disconnect one of the wires from the battery, and connect 
it to one terminal of a good bell, then connect the other side 
of the bell to the battery. If it rings, there is a short circuit. 
Another way to do this without the 
use of a bell is to touch the wire dis- 
connected from the battery, and the 
short one connected to it for testing, to 
the tongue, keeping them about one- 
fourth of an inch apart. If current 
flows, a sort of sour taste will be no- 
ticed. These tests should be tried 
with the push-button closed. If a 
Fic. 16. Diagram of a short is detected, it may be found to 
m complete bell cir- be due to cutting of the insulation by 
staples, especially if some poor elec- 

trician has put two wires under one staple. 


Test Bell 


Short Circuit 


1l New Dry Cell 


Fic. 17. Diagram showing how to test for a short circuit. Th 
ringing of the test bell indicates a short. The test bell may be omitted 
and the wires connected to it placed on the tongue. 

To test for a break, close the push-button or short-circuit 
it; disconnect one of the wires from the battery, and connect 
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a bell between it and the terminal from which it has been 
removed (Fig. 18). Then take a test wire and at intervals 
along the wires running to the bell, remove a little insulation 
on both wires and connect the test wire across it. If the 


Break 
Test Bell 


SOS J. Test wire 


p, Gimin 


Fic. 18. Diagram showing how to test for a break in a bell circuit. 
The ringing of the test bell when the test wire is in the first position and 
E failure to ring when the wire is in the second position, indicate the 

reak. 


Hi 
al 


test bell rings, the opening is nearer the main bell. This 
should be continued until the vicinity of the break is located, 
and then finally the break itself. 


SUMMARY OF PRINCIPLES IN CHAPTER IV 


1. Electricity will flow only thru a complete conducting circuit. 


2. The material of which a conductor is made and its size greatly 
affect the flow of current thru it. 


3. Resistance is the physical property of a material by virtue of 
which 1t opposes the flow of current. 


4. The resistance of a conductor depends upon its size, its length 
and the material of which it 1s made. 


5. When connections are made, great care must be taken to have 
the conductors clean and bright and to bring them into close contact. 


38 PRACTICAL ELECTRICITY FOR BEGINNERS 


QUESTIONS 


1. How does the flow of electricity differ from the flow of water? 
2. Willelectricity flow out the end of a conductor? 


3. What is necessary before an electrical current can be made to 


4. What affects the flow of electrical current thru a conductor? 
5. Whatis meant by resistance? 
6. Upon what does the resistance of a conductor depend? 
7. Which has more resistance—iron or copper? 
8. Whatare push-buttons and how do they operate? 
9. Howarepush-buttons connected in a bell circuit? 
10. What care must be taken in connecting a bell circuit? 
11. Whereis the bell usually placed in a house? 
12. Where is the push-button usually found in a house installation? 
13. Whereis the dry cell usually placed in a house? 
14. Whatarethe most common causes of trouble in bell circuits? 


15. How are these troubles remedied? 


SUGGESTIONS 


]. If you can procure the required materials, try the cornecting of 
the bell to a dry cell as described in this book. 


2. Try to connect two bells in such a manner that they are both 
operated and controlled by one battery and one push-button. 


9. Connecttwo bells with an individual push-button for each, using 
only one battery, as 1s often the case in a two-family flat or an apart- 
ment house. 

4. Connect one bell controlled by either of two push-buttons, as ıs 
the case when push-buttons are placed at two locations. 


5. Purposely place some of the troubles mentioned in this book in a 
bell circuit and try the tests until you become famihar with them. 


CHAPTER V 


BATTERY-LIGHTING CIRCUITS 


30. Importance of Battery Lighting.—Battery light- 
ing is at the present time of very great importance and will 
undoubtedly continue to become of even greater significance 
because of its extensive use in automobile work. Every mod- 
ern automobile is provided with electric headlights, an elec- 
tric dash light, an electric tail light, and many are equipped 
with spot lights, dome lights, etc. Itis obvious that this type 
of lighting will always be required, and that it will be impos- 
sible to supply the necessary electrical pressure in ways other 
than by the use of a battery or low-voltage generator because 
of the necessity that the complete system be portable and 
complete within itself. 


31. Why Battery Lighting Should Be Studied.—It is 
evident that it is well for everybody to learn something about 
battery lighting if for no other purpose than to make himself 
familiar with the lighting of his automobile. This alone is 
sufficient reason for making a careful study of this subject, 
but in addition to the value of a knowledge of this work as ap- 
plied to automobiles, it is invaluable in teaching the various 
methods of connecting lamps, the different arrangements of 
switches, and wiring installations of various kinds. The sub- 
jeet is one of very great importance, and can only be touched 
upon in this book. We shall take it for granted at this time 
that if proper connections are made to the lamp receptacle or 
socket, the lamp will light up properly, and will consider, 
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mainly, connecting rather than the detecting of troubles. The 
latter will be taken up in a later work. 


32. Brief Description of Battery Lamps.—A battery 
lamp is one designed for use with dry cells, storage batteries, 
or other low-voltage sources, and is so constructed as to per- 
mit enough current to flow thru it to cause it to light. The 

t5-v-Lamp amount of current flowing 
» thru the lamp when it is con- 
nected depends upon the pres- 
sure, and the resistance in the 
lamp itself. The lamps are 
made for use in connection 
with smallreceptacles or sock- 
ets and are put into place, 
after the wiring for them has 
Batlery Smich f been completed, by turning 
them into the receptacles or 

Fıc. 19. A1.5-volt lamp con- 


nected to a 1.5-volt source of pushing them in as the case 
pressure, a dry cell. may be 


33. The Meaning of the Mark on a Battery Lamp. 
A battery lamp is usually stamped with a number giving the 
voltage upon which it is designed to operate. A mark of 
1.5 V on the base of the lamp means that it is made for 
use on an electrical pressure of 1.5 volts, and a mark of 6 V 
means that it is intended for use on a 6-volt battery. One 
should be very careful when using battery lamps to see that 
the pressure applied is not too great, for too great a pressure 
will spoil them (Fig. 19). 

34. Effect of Operating a Lamp on Too High Voltage. 
The connecting of a low-voltage lamp on a high-voltage bat- 
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tery or line is as disastrous as connecting a toy balloon onto 
an air-line provided for inflating automobile tires. (Care 
should be taken Ín every case to note the voltage mark on the 
lamp and to make sure that the pressure supplied by the 


So Volts 


Fic. 20. A 3-volt lamp connected to a 3-volt source, two dry 
cells connected in series. 


battery upon which it is to be operated does not exceed 
this value. 


35. Effect of Operating a Lamp on Too Low Voltage. 
Let us consider what would happen if the voltage of a battery 
upon which a lamp is to be operated is not sufficiently high; 
that is, say a 6-volt lamp is connected to a battery giving 
only 3 volts pressure. If the pressure is insufficient, the 
effect would be the same as an insufficient pressure on a 
stream of water that is supposed to have a given velocity. 
We know the water would not run as fast as it is intended 
that it should. Likewise, the current would not run thru the 
lamp with the required speed, and the lamp would burn 
dimly or not at all. If a lamp does not light up properly 
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when good connections are made, it is an indication that the 
voltage is not high enough. 

36. What Determines the Voltage of a Battery.—A 
battery is usually considered as several cells connected to- 
gether, and the total voltage depends upon the number of 
cells. A single dry cell gives a voltage of about 1.5, and a 
storage cell gives about 2 volts. 
The total voltage of a battery is 
equal to the voltage of one cell 
muliiplied by the number of 
cells. 


The voltage of two dry cells 
connected in series is equal to 
1.5x 2 or 3 volts, and the voltage 
of a three-cell storage battery is 
b Volts 2x3or6. Ifa 3-volt lamp is to 

Fic.21. A6-voltlamp con- be operated on dry cells, it is evi- 
or ae ae ee a dent that two cells would be con- 
cells connected in series. nected in series (Figs. 20 and 21). 


37. How Battery-Lighting Circuits Differ from Bell 
Circuits,—In battery-lighting circuits battery switches are 
used instead of push-buttons for controlling the lamps. 
Then, too, in automobile lighting we often have what is called 
a one-wire system of wiring. This statement might be mis- 
leading to the beginner, but is easily explained. The current 
does not flow to and from the lamps thru the same wire, but 
is led to them thru one wire, and the other sides are con- 
nected to the frame of the machine which is metal and a con- 
ductor, and in that manner ore wire is done away with (Fig. 
22). 
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38. Parallel and Series Connecting of Lamps.—Be- 
cause of the use of two different methods of connecting lamps 
on an automobile, it is advisable to give a brief description of 
these two methods at this time. These two methods are 
called parallel and series. By connecting two lamps in 
parallel (Fig. 23), 
we mean the con- 
necting of the 
lamps by two 
wires and then 
making the bat- 
tery connections RUTO FRAME 


to both terminals Fic. 22. A very simple one-wire system. The 
: frame of the automobile takes the place of the 
of either lamp or other wire. 


,—8N Battery Parallel 


\ d b-Y Lamps 


Fic. 23. Two lamps (6-volt) connected in parallel to a 6-volt 
storage battery. Each lamp operates independently of the other. 


to the two wires. It will be seen that if one of the lamps is 
completely removed when they are connected in this manner, 
the other Is unaffected. By series connecting two lamps (Fig. 
24), we mean the connecting of one terminal of one to one 
terminal of the other and then connecting the battery wires 
to the two remaining terminals. With this arrangement 
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neither lamp will operate if anything happens to either, be- 
cause current cannot flow thru one without flowing thru the 
other. ‘This combination is used in connecting the dash 
light and the tail light on an automobile so if the tail lamp is 
broken or burned out, the dash light will go out also and in- 
dicate the trouble. All of the other lamps on an automobile 
are usually connected in parallel. It must be remembered 


patent Series 


Fic. 24. Two lamps (3-volt) connected in series to a 6-volt bat- 
tery. The failure of either lamp to operate will cause the other to 
cease to light. 
that if two lamps are connected in series, their voltage must 
be only one-half that of the battery upon which they operate; 
that is, if an auto is equipped with a 6-volt storage battery 
and all of the lamps are connected in parallel except the dash 
and taillights, all lamps will be 6-volt except these two, and 
they will be 3-volt. 

399. How Lamps Are Dimmed.—Another important re- 
quirement in automobile lighting is the making possible of 
the operating of the lamps either “‘bright” or "dim." This is 
accomplished by cutting down the amount of current flowing 
thru the lamps when it is desired to make them dim, and giv- 
ing them the full required amount when it is desired to have 
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them bright. Two different circuits are usually provided be- 
tween the switch and the battery, and a resistance is inserted 
in the one, as shown in Fig. 25. When the switch is turned so 
the current must be forced thru the circuit containing the 
resistance, a smaller amount gets to the lamps, which is the 


Resistance , 


Fic. 25. Showing one common method of making possible the light- 


ing of lamps bnghtly or dimly. The resistance causes a dimming 
of the hght. 


equivalent of reducing the voltage impressed upon them, 
and they give a dim light instead of a bright one. 


SUMMARY OF PRINCIPLES IN CHAPTER V 


1. Battery lighting is a very important subject because it is ap- 
plied so extensively in automobile work. 


2. Battery lamps are made for use on low voltage. 


3. Battery lamps are stamped with the voltage upon which they 
are supposed to be operated. 


4. Connecting a lamp to too high a voltage ruins it. 


5. Connecting a lamp to too low a voltage line causes it to burn 
dimly or not at all. 


6. The voltage of a battery is equal to the voltage of a single cell 
multiplied by the number of cells. 


7. The voltage of a dry cell is about 1.5. 
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8. The voltage of a storage cell is about 2. 
9. Lamps connected in parallel must be for the same voltage as that 
of the battery upon which they are to operate. 
10. The voltage of lamps connected in series must be equal to the 
voltage of the battery divided by the number of lamps to be operated. 
11. Connecting a resistance in a lamp circuit causes the lamp to 
burn dimly. 


QUESTIONS 


Where is battery lighting used most extensively? 
Whyisitimportant to have a knowledge of battery lighting? 
How does a battery lamp differ from any other electnclamp? 
. How is ıt possible to tell upon what voitage a lamp is supposed 
to be operated? 
5. What happens if an attempt 1s made to operate a lamp on too 
high a voltage? 
6. What effect does operating a lamp on too low a voltage have? 
7. Hownisthe voltage of a battery determined? 
8. Whatisthe voltage of a dry cell? 
9. Whatisthe voltage of a storage cell? 
10. How do battery lighting circuits: differ from bell circuits? 
11. Howisit possible to havea ''one-wire" lighting system? 
12. How do you connect lampsin parallel? 
18. How do you connect lamps in series? 
14. Whereis the series arrangement of lamps most commonly used? 
15. How is it possible to make lamps either bright or dim as de- 


> i 


SUGGESTIONS 


1. Battery lamps of various voltages are available a$ a price of 
only a few cents each, 2s are also the receptacles and switches used with 
them. They are exceedingly valuable in teaching many connecting 
circuits and for experimenting purposes. If you can procure some of 
them, try some of the following: 


2. Operatea 3-volt lamp on dry cells. 

3. Operate two 1.5-vclt lamps on one dry cell. 

4. Connect a 1.5-volt lamp and a 3-volt lamp in such a way that 
they can be operated from a two-cell battery. 

5. Try any ot the wiring systems you have in your automobile or 
in your house. 


CHAPTER VI 


THE HEATING EFFECT OF ELECTRICAL CURRENT; PRACTICAL 
APPLICATIONS 


40. The Effects of Electrical Currents.—We are fa- 
miliar with many of the results of the action of electricity in 
motion, and have made use of it for some purposes, such as 
ringing bells and lighting small lamps, without taking into 
consideration what the current actually did to bring about 
these results. We will simply mention at this time the va- 
rious effects of electrical currents and take up in detail the 
more simple of its applications, leaving the others for later 
volumes. 

The effects of electrical currents are of immense commer- 
cial importance, their applications in useful ways making pos- 
sible the ringing of bells and the operating of other signaling 
devices; the heating of flatirons, toasters and other heating 
devices; the lighting of electric lamps, and the operating of 
electric fans, washing machines, street cars and other elec- 
trical machines and devices. These accomplishments are 
due to a few effects which may be summed up as follows: 


The heating effect of electrical currents, 

The magnetizing of iron and steel when electrical currents 
are conaucted around them, 

The creating of magnetic fields, and 

The causing of induced currents. 

Only the first of these will be taken up in this book. 


41. The Heating Effect of Electrical Currents.—We 
are all familiar with the fact that electric-light bulbs get hot, 
47 
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and the reader may have seen electric flatirons, electric 
stoves, electric toasters, electric heating pads, electric grills, 
electric percolators, and the like, without realizing that every 
electrical current, however small, causes some heat. The 
fact is that whenever electrical current flows thru a con- 
ductor, heat is generated. The amount of heat may be 
small, however, and in many cases it is unnoticeable. To 
generate heat 1s one of the properties of an electric current 
which makes 3t of great value. Fig. 26 shows 


diagrammatic- 
ally the heating 
effect of elec- 
trical current, 
altho a storage 
battery is sel- 

G. 26. Illustrating the heating effect of elec- dom used in this 
trical current. way. 

42. How the Working of Electricity Is Like the Work- 
ing of a Man.—Everybody is familiar with the fact that 
when one works hard or runs fast, he becomes warm, and that 
the harder he works or the faster he runs, the warmer he be- 
comes. In fact, it is possible when one is cold to get warm 
by moving around, running or exercising. Yet it is possible 
for a man to work and still keep cool if his task is not too 
difficult and he does not try to work too fast. 'The amount 
of heat generated when a man works depends upon the dif- 
ficulty encountered in bringing about the desired effects and 
changes and the speed at which he expends his energy. It 
seems that the flow of electrical current thru a conductor has 
somewhat the same effect upon the conductor as the moving 
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of his muscles has upon the man; that is, it causes the gene- 
ration of heat. 


43. Things Affecting the Amount of Heat Gener- 
ated.—The amount of heat generated when an electrical cur- 
rent flows thru a conductor depends upon the difficulty en- 
countered by the current in passing thru the conductor and 
the rate at which it is forced to flow (Figs. 27 and 28); that is, 
the heat generated when electricity is forced thru a conductor 


Fic. 27. Showing the Fic. 28. Showing the amount of 
amount of heat generated . heat when the same wire as used in 
when a certain wire of Fig. 27 is connected to two dry cells 
high resistance is con- connected in series or twice as much 
nected to a dry cell. pressure. A greater amount of heat 


is generated. 


depends upon the resistance of the conductor and the rate at 
which the current is forced to move. This being true, it is 
possible to force considerable current thru a large wire having 
a low resistance without causing the development of much 
heat, while, on the other hand, it 1s possible to select a con- 
ductor having a very high resistance and to cause the genera- 
tion of a large amount of heat by forcing only a comparatively 
small amount of electricity thru it. 

44. Howthe Generation of Heat Can Be Regulated.— 
It has been shown in the previous discussion that the resist- 
ance of a conductor depends upon its diameter (or cross-sec- 
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tional area if it is not round); its length, and the material of 
which it is made. It is necessary, then, only to select some 
metal having a very high resistance and a very high melting 
point, to put it into some convenient shape, and to select the 
proper length, to make the heating element of a device to be 
used for heating purposes. The se- 
lecting of the material, mounting it 
in the proper way, insulating the heat- 
ing element from the frame of the de- 
vice, and making proper provision 
for connecting to the source of cur- 
rent, are all problems which are more 
Ene Wire | or less difficult. These are, however, 
Fic. 29. Illustrating problems arising in the design and 
the heating effect of elec- manufacture of the devices, and we 
trical current. The fine - . . 
wire becomes very hot, are more particularly interested in 


m: pdt LE E the their principles rather than their 


difference in resistance. manufacture. 


45. The Principle Upon Which Heating Devices 
Operate,—Every common heating device depends upon 
the generation of heat by passing electrical 
current thru a conducting material, called 
a heating element, having a very high re- 
sistance, and all that is necessary for the 
satisfactory Operation of the device is the z s bog : yoo 
passing of the required amount of elec- sketch of a heating 
trical current thru it. To illustrate the “°™°" 
heating effect of an electrical current, consider the arrange- 
ment shown in Fig. 29. Two heavy copper wires are con- 
nected to the terminals of a dry cell, or storage battery, and 
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between their ends is connected a piece of very fine wire, 
about the size of a thread. As soon as the circuit is com- 
pleted and current flows thru the conductors, the fine wire 
will become very hot and, perhaps, burn up while the others 
remain cool. This is due to the fact that the fine wire offers 
a very high resistance to the flow of the current, and when 
electricity is forced thru a conductor which offers a high 
resistance, the conductor becomes hot. The large wires offer 
but little resistance to the flow of the current and, conse- 
quently, remain cool. It is very important to understand 
that this is true, and it is well for the student to try it if the 
required materials are available. 


46. Simple Heating Element.—Fig. 30 shows diagram- 
matically the heating element of 
an electric toaster. It is simply 
one continuous piece of high-resist- 
ance material in the form of a wire 
or ribbon so arranged that its ends 
can be connected to the source of 
current. All other heating elements 
are similar to this in principle, the 
only difference being in the shape. 
In every piece of heating apparatus, 
then, one may expect to find a 


Fic. 31. Sketch of an 
electric flatiron, together 


piece of resistance material ar- with the heating element 


. used in it. 
ranged in some convenient manner 


so the connections can be made to it and electrical current 
passed thru it. 


47. The Electric Flatiron.—Fig. 31 shows an electric 
flatiron and its heating element. The resistance wire in the 
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element is wound around a properly-shaped piece of suitable 
insulating material, and its ends are attached to heavy metal- 
lic pieces which project thru the top of theiron to provide for 
making connections to the source of current. Other heaters 
are provided for in a similar manner. 


SUMMARY OF PRINCIPLES IN CHAPTER VI 


1. The flow of electrical currents cause several very important 
effects. 

2. The heating effect of current flowing thru a conductor is one of 
very great importance. 

3. Some heat is generated whenever electricity flows thru a con- 
ductor. 

4. The amount of heat generated depends upon the resistance of 
the conductor and the amount of current flowing thru it. 

5. All heating devices are practical applications of the heating 
effect of current flowing thru a conductor of high resistance. 


QUESTIONS 


1. What are some of the results brought about by the use of elec- 
tricity? 

2. With what effect of electricity are you most familiar? 

3. Describe what is meant by the heating effect of electrical current? 

4. Upon what does the amount of heat generated by an electrical 
current depend? 

5. What must be borne in mind in selecting material for heating 
elements? 

6. Whydon'tthe terminals on a flatiron get red hot? 


SUGGESTIONS 


1. If you have any heating devices available, examine them care- 
fully and see if you can trace the path of the electrical current thru 
them. 

2. If you can procure any old heating device, take it apart and see 
if you can find out what is wrong with it. 

3. If you have the opportunity, make some kind of a heating de- 
vice, however simple it may be, so as to fix the points brought out in 


this book firmly in mind. 


CHAPTER VI) 


FUSES AND THEIR PURPOSES 


48. Why Study Fuses.—Because of the extensive use of 
heating and lighting devices in the home, it is necessary that 
everybody be somewhat familiar with the important points 
relative to their operation and care. Many little difficulties 
may be encountered which may be overcome very easily, and 
at no great expense, by one familiar with their possible causes 
and the manner in which they may be overcome. Before the 
reader can be in a position to detect and remedy all of the 
possible troubles in the operation of heating devices, he must 
know what fuses are and what they are used for. They are 
used in every house installation and in nearly every other 
electrical circuit except bell and signaling circuits. 


49. Brief Description of Purpose of Fuses.—F uses 
are safety devices placed in an electric circuit for the purpose 
of protection. Suppose, for example, an accidental connec- 
tion js made between two metallic pieces forming the parts of 
an electric circuit, or that the insulation is accidentally re- 
moved from parts of the two wires of a circuit and they come 
in contact with each other. This would form an easy path 
for the electricity because it would not have to flow thru the 
high-resistance element of a heater, or other device, and, con- 
sequently, a very large current would pass thru the wires. 
This might be sufficient to burn the insulation off the wires or, 
perhaps, to set the house on fire. Then, too, a large amount 
of power would be used up and no benefit derived. To do 
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away with any possibilities of such an accident, fuses are con- 
nected in the circuit. 


50. Brief Description of Fuses.—F uses have in them a 
piece of metal which is known to be capable of carrying only a 
limited amount of current without melting. ‘Thus, if a fuse 
marked “10 amp." is used in a circuit, only ten amperes can 
be drawn thru the circuit without melting the fuse-wire. If 
more than this is forced thru, the fuse 
will melt and open the circuit. 


Fuses are made in several different 
forms, the most common of which is the 
plug type (Fig. 32). This fuse is made 
so it can be screwed into a receptacle as 
a.lamp would be. By doing this, it is 
connected in the line in such a manner 
that all of the current flowing must flow 
thru it. If more current is drawn than 


Fic. 32. Common ~~” : 
plug fuse. the fuse 1s designed to stand, it simply 


"blows" and opens the circuit and no 


harm is done except the burning of the 
Fuse Wire fuse wire. Anothertype of fuse used in 


Fic. 33. Cartridge 50™Me cases is the cartridge fuse (Fig. 
fuse. 83). Very small ones of this type are 


generally used in automobile lighting circuits, and, in some 
cases they are placed on the inside of the switch-box cover. 

61. Testing a Fuse.—Sometimes it is desirable to be 
able to determine whether or not a fuse is good. Two fuses 
are usually placed in a circuit, and one may blow and the 
other remain unaffected. It is necessary in such a case to de- 
termine which of the fuses is the blown out one and to replace 
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it with a good one. This can be done in any of several ways. 
A bell and a dry cell may be used, as in Fig. 34, in which case 
one wire is connected to the bell and the dry cell, and another 
to the bell only. This wire is 
then held in contact with the 
side of the fuse plug and the 
bottom of the plug is held in 
contact with the terminal of 
the dry cell, or connected as 
shown. If the bell rings, the 
fuse is good, but if it doesn't, 
the fuse has been blown. 


Another method is to con- _ Fic. 34. Showing a simple 
~ method of testing a fuse. 
neet two lamp receptacles in 
series, one after the other, and to place a lamp in one and the 
fuse in the other. If the lamp lights up, the fuse is good. 


See Fig. 35. 


The following is another method which can be used with 
little difficulty, but which must be done carefully. Itisa 
method for use right at the fuse block. Close some circuit 
in the house—turn on a lamp or heater—open the main 
switch and remove the fuse that is thought to be blown. 
Screw 2 lamp into the fuse receptacle. Then, close the 
main switch, and if the lamp lights up at all, the remaining 
fuse is good. 


52. Arrangement of Fuses in Houses.—lIn many of the 
more simple electrical installations in houses, the fuses are 
provided for in the base upon which the entrance switch is 
mounted, as shown in Fig. 36. In such an installation, this 
fused switch is placed at the point where the power wires 
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enter the house, in such a way that all of the current used in 
the house must pass thru it. In such a case, none of the 
electrical circuits in the house will furnish power if this switch 
is open or if one of the fuses is burned out or removed. 


In larger installations, 
more than one set of 
fuses 1s used. Those at 
the entrance switch are 
of great enough capacity 
to carry all of the cur- 
rent used in the house, 
and the others are placed 

Fic. 35. Showing another method of jn individual] circuits 
testing a plug fuse. i 

(Fig. 37). These indi- 
vidual circuit fuses are of smaller capacity than the entrance 
switch ones. They are usually 10 amp. As an example, sup- 
pose that in one room of a house a piece of heating apparatus 
is being used while most of the lamps in the 
house are being used at the same time. 
Now, if a short circuit should be formed 
in any of the circuits, all of the lamps and 
the heater would be turned off by the blow- 
ing of a fuse if the single set of fuses is used 
as described above. If, however, two sets 
of fuses are provided in addition to those at 


: P : : Fic. 36. A sim- 
the entrance switch, one set in the lighting ple entra e 


circuit and one set in the heating circuit, 9"':c^- 


only one of these would be affected by the blowing of a fuse. 
If two sets of lighting circuit fuses were provided, only part of 
the lamps would go out when a fuse is accidentally blown. 
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53. Replacing Fuses.—Great care must be exercised in 
replacing fuses for reasons explained later under Chapter XII, 
“Dangers Involved in the Use 
of Electricity.” The entrance 
switch should always be opened 
if possible when any branch fuse 
is being replaced, and if the main 
fuses blow, you had better have 
an electrician replace them un- 
less you have become thoroly fa- 
, FIG. 37. Showing a very sat- miliar with the points described 
isfactory arrangement of en- | 
trance switch and fuses for use in the chapter mentioned. 
in houses. The switch is en- ; 
closed. When the switch is in Whenever replacing fuses, it 
the off position, the branch- . 
circuit fuses can be replaced 1S well to use only one hand and 
Te ees to keep the other away from 


anything of metal connected te the ground. 


Eocl osed Switch 


Branch Circuits 


SUMMARY OF PRINCIPLES IN CHAPTER VII 


1. Fuses are safety devices placed in an electric circuit for the 
purpose of protection. 

2. Fuses have in them a piece of metal known to be able to carry 
only a certain amount of current without melting. 

3. Fuses are placed in every main circuit in a house and often in 
many of the branch circuits. 

4. Great care should be exercised in replacing fuses. 


QUESTIONS 


Why isitimportant to know what fuses are? 

What are fuses used for? 

What might happen if the fuses were omitted in a circuit? 
Describe the plug fuse. 


JG dE ae 
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5. What happens when a fuse ‘‘blows?’’ 


6. What kind of fuses are commonly used in automobile lignting 
systems? 
7. Where are the fuses usually placed in the main circuit in a house? 
8. What are branch circuits? 
9. What are the advantages of having fuses in branch circuits? 
10. How are fuses tested? 
11. What must be bornein mind when replacing fuses? 
SUGGESTIONS 
1. Procure a fuse and examine ìt carefully. 
2. Try as many of the methods of testing a fuse as you can. 
3. Seeif you can locate all of the fuses in your house 
4. Seeif you can locate the fuses on your automobile. 


Remember that it is quite easy to get a shock while replacing 


we and be sure that you are perfectly safe before touching them. 


6. 


Study the dangers involved in replacing fuses very carefully 


when you get to that part of this book. 


CHAPTER VIII 


HEATER-CIRCUIT TROUBLES; How TO DETECT AND REMEDY 
THEM 


54. Complete Heater Circuit.—To understand all of 
the possible heater-circuit troubles, let us consider the manner 
in which current is usually transmitted from the power lines 
to the heating element. The terminals of the heating ele- 
ment are attached to pieces projecting out thru the heater 
frame. On these, an attachment is pushed which makes con- 


Plu 


Ee Attach merrt- 


Receptacle Heater 


Terminals 
Fic. 38. Diagram of the connections in a heater circuit. 


Extension-cord Wires 


nections between the heater terminals and the wires in an ex- 
tension cord. In the extension is sometimes placed a port- 
able switch. The ends of the extension cord are connected to 
aplug. The plug is screwed into a receptacle, and the recep- 
tacle is connected to the wires upon which the electrical pres- 
sure is impressed. Each of these will be described briefly. 
These connections are shown in Fig. 38. 

55. Attaching Cord Used With Heater.—Fig. 39 
shows an attaching cord for a heater circuit, the appearance 
of which is familiar to many readers. To use this cord. the 
attachment B is pushed into place on the heating device. 
This attachment has two openings in it which, when in place, 

59 
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fit over two projecting pieces of metal on the heater. These 
pieces are the ones to which the heating-element terminals 
are connected. C is a switch which ìs used to turn the cur- 
rent on or off. The cord contains two flexible wires covered 
with rubber and then with silk or cotton. A is a plug which 
is screwed into a receptacle provided for a current outlet, 
usually in a convenient place in the wall. 


56. Wall Receptacle Into Which Plug Is Screwed.— 


a Attachment The receptacle, into which 


(o ^o jn the plug on the end of the 
—- cord is screwed, consists of 

or 
Cc — ^. two distinct metallic parts 


separated from each other 
pi by some insulating mater- 
ial, usually porcelain. ‘The 


A 
Ci 


Fic. 39. The attaching cord 
commonly used with a heater. 
The switch is omitted in many 


one metallic part is im 
the bottom of the receptacle, 
and the other is in the form 


cases, 
of a thin sheet around its side. One of the wires from the 
source of current is connected to the bottom piece, and the 


other to the side piece. 


57. Extension-Cord Plug.—The plug A (Fig. 40), 
which fits into the receptacle, consists also of two metallic 
parts insulated from each other—one on the end of the plug 
and the other on its side. These two parts are connected to 
the two wires in the cord. When this plug is screwed far 
enough into the receptacle to bring the metallic end in con- 
tact with the piece in the bottom of the receptacle, the line 
wires are connected to the wires in the cord. These wires 
form a conducting circuit, thru the switch, to the metallic 
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pieces in the heater attachment. Fig. 41 shows another type 
of plug which is very convenient. 


58. Connections Made by Extension Cord.—When 
the attachment is pushed into place on a heater, and the plug 
on the end of the attachment cord ìs screwed into a recep- 
tacle, about twelve different connections are put into play. 
There is always a possibility that one or more of them will 
gradually become loose or disconnected, which, together with 
others to be described later, may be the cause of the failure of 
a heater to function properly. 


Gonnector R 
59. Possible Heater - | p 
Circuit Troubles.—All of 
the possible causes of the 


failure of a heater to heat up Fic. 40. The parts of a plug 


properly may be summed up commonly used on the end of an 
as follows: extension cord. 


]. The extension-cord plug may not be screwed into the 
receptacle far enough to bring the two metallic pieces in con- 
tact. 

2. A fuse may have been blown. 

9. The power may be shut off. 

4. '[he heater terminals may be dirty or burnt off, and 
may not come 1n contact with the metallic parts in the attach- 
ment. 

5. The metallic pieces in the attachment may be dirty 
or burnt off, and may not come in contact with the heater 
terminals. 

6. The connections to the metallic pieces in the attach- 
ment may be poor, or strands of the two wires may be touch- 
ing each other. 
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7. The connections to the switch may be poor. 

8. The connections to the metallic pieces in the plug may 
be poor, cr strands of the two wires may be touching each 
other. 

9. Oneofthe cord wires may be broken. 

10. 'The ends of the heating unit may be disconnected 
from the heater terminals. 
1l. The heating element may be burned out. 


60. Plug Trouble &nd Remedy.—The plug on the 
T end of the extension cord 
may not be screwed into 
the receptacle far enough 
Z.. to bring the two metallic 
Fic. 41. Another type of exten- 


sion-cord plug which can be removed pieces together. If the 
threaded portion out of the recep. heater does not heat up, it 
tacle. is best to try the plug to 
make sure that it is screwed into the receptacle properly. In 
case of a short circuit, strands of the wires in the plug may be 
connected, in which case they should be separated and 


fastened firmly. 


61. Detecting a Blown Fuse.—A blown fuse may be 
the cause of the failure of a heater to operate. If there is 
only one fuse block at the entrance—that is, only two fuses— 
one can readily trace the trouble to a blown fuse, or to the 
lack of power, when a power company is sometimes com- 
pelled to shut down, by turning on the lights some place in 
thehcuse. If they light, there is no lack of power. If, how- 
ever, there is more than one set of fuses—that is, more than 
one circuit—the following may be done: Remove the plug 
on the end of the heater cord from the receptacle and place a 
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lamp in its place. Ifthe lamp fails to light, but the lamps at 
other places in the house do, it is quite likely that one, or 
both, of the fuses in this particular circuit has been blown. 
In this case, it 1s necessary to replace the burnt-out fuse, or 
fuses. To do this, go to the place where the main switch is, 
open it, and follow the instructions under Sec. 53, Chapter 
VII. After having replaced the blown fuse, try the heater 
again, and if it fails to work, test with a lamp again. If the 
lamp lights up, it is certain that current 1s available at the 
receptacle and that something else is causing the trouble. 
(See Sec. 84.) 


62. Heater-Terminal Defects.—The heater terminale 
may be burnt off or dirty, and may not come in contact with 
the metallic parts in the cord attachment. To detect this 
trouble, remove the attachment and examine the terminals 
on the heater. They should be clean and bright and long 
enough to reach well up into the attachment. If they are 
dirty, they can be cleaned off with a knife, but if they are 
burnt off, it is difficult to repair them. The burning of these 
terminals is caused by removing the attachment from them 
while the current is turned on. Therefore, to avoid it, al- 
ways be sure that the current is turned off before the attach- 
ment is removed. If these terminals are burnt beyond re- 
pair, it 1s usually possible to purchase new ones from dealers 
handling the particular heater so burned. 


63. Attachment Troubles and Remedies.—The met- 
allic pieces in the attachment may be burnt off or dirty so 
they do not make a connection with the heater terminals. 
(See Fig. 42.) To detect this trouble, remove the plug from 
the receptacle and the attachment from the heater and re- 
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move the small bolts that hold the latter together. It will 
come apart then and the condition of these pieces can be de- 
termined. If they are dirty or bent, they can be repaired, 
but if they are burnt off, new pieces will be required. These 
can be purchased from a dealer handling the particular kind 
of heater being used, or directly from the company manufac- 
turing it. These, too, are burnt when they are removed 
from the heater while 
the current is flowing 
thru them. Therefore, to 


= (ms avoid trouble, be sure to 


turn the current off be- 


TN «BN u fore removing the at- 

Pesce ae sometimes P d tachment. The placing 
of a portable switch in 

at rl nei d parts of a common heater the cord makes this very 
convenient. While these 

metallic pieces are being inspected, it is well to see that the 
wires attached to them are held firmly under the screw- 
heads and that they are entirely separated from each other. 
Connection between these wires would cause a short circuit. 


64. Other Possible Troubles.—If none of the tests de- 
scribed solve the heating problems, all parts of the circuit 
should be examined for loose connections or broken connec- 
tons. Ifshort circuits are formed, as might be the case, the 
fuses will be burnt out as fast as they are replaced, until the 
short circuit is removed. It is well, if other tests fail, to re. 
move the heater cover and to examine the connections of the 
heating element to the terminals. 'They may be loose or 
broken. If none of these solve the mystery, it is quite prob. 
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able that the heater is burnt out. 


65. Burnt-Out Heating Element.—In selecting the 
material for the element of a heater, it is very difficult to find 
a material that will not burn, to some extent at least, when it 
becomes very hot, and, altho great care may be taken in the 
selection of heating-element materials, there is always a pos- 
sibility of their burning out. If this does occur, the heater 
will fail to operate and none of the foregoing tests will locate 
the trouble. This will be detected only by removing the ele- 
ment from the heater. If it is found to be burnt out, it must 
be replaced with a new one, which can usually be purchased 
from a dealer or from the company manufacturing the par- 
ticular heating device in question. 


SUMMARY OF PRINCIPLES IN CHAPTER VIII 


i. Troubles in heater circuits are quite likely to be due to poor 
connections, burnt terminals, or short circuits. 


2. Remedies for most troubles are simple and easily anolied- 


QUESTIONS 


1. How is current transmitted from the line wires to the element of 
a heating device? 

2. Describethe attachment cord used with a heater. 

3. Whatisa wallreceptacle? 

4. Whatisan extension plug used for? 

5. What trouble may exist in an extension-cord plug? 

6. How do you detect a blown fuse? 

7. What may be wrong with a heater terminal? 

8. Whatinaheater attachment may cause trouble? 

9. How canthesetroubles be remedied? 

10. What other troubles might be found in the circuit? 
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11. How can the burning of the heater terminals be avoided? 
12. What is the advantage in using a cord with a switch in it? 
13. What must be done if a heater element is found to be burnt out? 


SUGGESTIONS 


1. Procure a heater cord that is connected properly and remove the 
plug, noting carefully just how it is attached. 

2. Reconnect the plug to the cord as you found it. 

9. Dothesame with the attachment. 

4. Connect up a new cord as goon as one is needed. 

5. Try as many of the tests described in this chapter as you can. 

6. Observe carefully all of the heating circuits you may have an 
opportunity to inspect, and see if you can figure out Just why the de- 
fects listed would cause the heater to fail to operate, and how you 
would detect and remedy them in each particular circuit, 


CHAPTER 1X 


INCANDESCENT LAMPS AND THEIR USE 


66, Electric Lamps.—Electric lamps are devices de- 
pending upon the heating effect of electrical current for their 
operation. Incandescent lamps are used so extensively at 
the present time that they are quite common. In fact, prac- 
tically every automobile is equipped with them; nearly all 
modern homes use electric lights exclusively, and street cars, 
interurban cars and steam railway passenger cars, and even 
streets, are lighted by them. Their use is so extensive even 
at the present time that hardly a day passes during which 
the average person does not make use of them. It is not 
necessary, then, more than to mention the fact that every- 
body should know something about electric lamps and their 
use. 

67. Principles of Incandescent Lamp.—Let us con- 
sider, then, the principles involved in the making of the in- 
candescent lamp. It has been shown that whenever elec- 
trical current is forced thru a conductor, heat is generated 
and that the amount of heat so generated depends upon the 
resistance offered by the conductor and the amount of cur- 
rent forced thru against this resistance. Then, too, it has 
been shown that the resistance of a conductor depends upon 
the material of which it is made, the diameter or cross-sec- 
tional area, and the length. Everybody is familiar with the 
applications of the principles in heating devices. The electric 
lamp is another device based upon the same principles, 
its purpose, however, being to give off light instead of heat. 
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68. Why a Lamp Gives Off Light.—Every reader is no 
doubt familiar with the fact that certain materials, especially 
metals, give off light when they are heated to a high tempera- 


ture; that is, a piece of iron white hot 

or steel will become red hot or RU | ly 
white hot if its temperature is E 
raised high enough (Fig. 43). Bar of steel ll A 
When a material becomes hot Light 


: Muppet Fic. 43. Illustrating bow light 
enough to give off hghtinthis is given off when a a of 2 is 


manner,itissaid to beincan- heated white hot. 

descent, and it is from this that the lamp gets its name **incan- 
descentlamp." Theconductor inside of the lamp bulb becomes 
sohotthatitisincandescent, or gives off light. Ofcourse, nearly 


all materials give off light when 
they burn, but it must be under- 
stood that it is not necessary 
that all of them burn before 
they are capable of doing so. 


69. Lamp Filament and 

Bulb.—All common materials 

Fic. 44. Two common forms have a tendency to melt when 
of carbon filaments. they get hot, and most of them 
burn freely if plenty of airis present. Knowing,then,thatcertain 
materials give off light when they are heated to an extremely 
high temperature, it will be quite readily understood that if 
electrical current were forced thru a conductor of very high 
resistance, it would be possible to cause the conductor to give 
off light, providing it is capable of withstanding the very high 
temperature without melting or burning. It will be clear, also, 
that the ecnductor would necessarily have to be limited in 
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length and that its diameter would have to be made very 
small if the desired results were to be obtained. With these 
points in mind, the following discussion 
will be readily understood: 


In incandescent lamps there is a fine [ 
wire called a filament which is heated | 
white hot by an electric current. The 
light emitted is the same as it would be “K 
if the filament were heated in some other /®ress tip 
manner. Inearly experiments, platinum 
was tried for the filament, but even tho Base 
it melts only when it has reached a tem- Fic. 45. Sketch of 
perature about sixteen times that of eau a which 
boiling water, it could not stand the re- E Ent pe 
quired temperature. Carbon is one of helamp filament. 
the few known substances with a higher melting point, and 
in 1880 Edison and others succeeded in making a lamp with 
a carbon filament, two forms of which are shown in Fig. 44. 
Since the filament would burn up at once if there were 
any air present, it had to be placed in a glass bulb, out of 


which the air had been exhausted. 


70. How Current Gets into Lamp Filament.—The 
electricity is led into and out of the filament thru two short 
platinum wires melted into the glass bulb at oneend. (See 
Fig. 45.) These platinum wires are connected by copper wires 
to the brass collar and metal tip at the base of the bulb. 'This 
base, when screwed into the receptacle or socket, makes con- 
nection with the power wires. The turning of the lamp into 
the socket is the equivalent of connecting the line wires to 
the ends of the filament. 

6 
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71. Metallic Filaments.— Metallic filament lamps (Fig. 
46) have rapidly supplanted the old carbon filament ones 
during the last few years, and are, perhaps, most popular at 
the present time. These filaments are made of tungsten and 
of tantalum. Both of these metals have melting points 
higher than that of platinum, but their resistance is consider- 
ably less than that of carbon. This necessitates the use of a 
filament much longer and finer than the one used in the old 
carbon filament lamps, but filaments of this kind give a much 
whiter light, and they do not use as much power as the carbon 
ones. The long filaments required in these lamps are wound 
zigzag on a star-shaped reel. One difficulty 
with these metallic filaments 1s their liability to 
breakage because of their brittleness, but vast 
improvements have been made recently, and 
today they are quite satisfactory. 


72. Gas-Filled Lamps.—Gas-filled lamps 

are replacing ordinary metal-filament lamps in 

maag,  POme places at the present time, and may be- 
Metallic fi. come more popular in the very near future. In 
ament lamP- these the filament is short and the bulb is filled 
with a gas, usually nitrogen, where in other bulbs there is 
nothing. These lamps give more light than the others on the 
same amount of power. They are used quite extensively in 
street-lighting and, in a few cases, in house-lighting, but the 
smaller sizes are, as yet, not very satisfactory. There still 
remains plenty of chance for improving incandescent lamps. 
73. Wattage Marks on Lamps.—Altho no attempt will 


be made at this time to explain what is meant by a '*watt," it 
is well to mention that the wattage of a lamp, or the number 
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of watts by which the lamp is designated, is the measurement 
of the amount of power required to make the lamp “burn”— 
that is, a 60-watt lamp takes four times as much power as a 
15-watt one and is four times as expensive to operate. Of 
course, it gives off more light also. (See Chapter XI.) 


SUMMARY OF PRINCIPLES IN CHAPTER IX 


1. Electric lamps depend upon the heating effect of electrical 
current for their operation. 

2. The filament in a lamp has a very high resistance and 8 very 
high melting point. 

3. The air is exhausted from a lamp bulb to keep the filament from 
burning up. 

4. Gas-filled lamps have their bulbs full of gas which for some 
reason makes them give off more light. 


QUESTIONS 


1. Why is it important to know something about electric lamps? 

2. Upon what principles of electricity is the electric lamp based? 

3. Whoinvented the incandescent lamp? 

4. How is current led into a lamp filament? 

5. What are the advantages of metal-filament lamps over carbon 
ones? 

6. Whatarethe disadvantages, if any? 

1. What are gas-filled lamps? 

8, What does the wattage mark on a lamp represent? 

9. What is the difference between a 15-watt lamp and a 60-watt 


SUGGESTIONS 


1. Observe carefully any electric lamp you may see and try to 
trace the path of the current thru it. 

2. Try different kinds of lamps at the same time and observe their 
differences. "That is, connect a carbon, a tungsten and tantalum lamp 
in the same circuit or put them in the same fixture and note their 
differences. 

3. Look for the wattage number on any lamps you may see and 
note their brilliancy and the size of their filament. This is usually 
printed on a small gticker near the base of the lamp. 

4. 'Try connecting up any lamp circuits for which you may be able 
to secure the required materials and equipment. 


CHAPTER X 


THE OPERATION OF ELECTRICAL LAMPS 


74. Importance of Being Familiar with Lamp Oper- 
&tion.—Electric lamps are used to so great an extent in the 
home that a description of the possible troubles commonly 
encountered should be of interest to everyone. Many occa- 
sions arise where considerable inconvenience and expense are 


Fic. 47. A shows & common lighting installation. B shows one set 
of connections involved in this installation. . C shows another method 
of connecting in the fixture. D shows the simple diagram of the con- 
nections. 


brought about by some simple troubles which might easily be 
detected and remedied by anyone familiar with them. It is 
not intended to tell, at this time, how to wire a house or how 
it is wired, but simply to bring out the simple principles and 
to show how to detect and remedy common troubles which 
cause a lamp to fail to operate. 


75. Complete Lighting Circuit.—Let it be understood 
at the beginning that there must always be two complete 
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conducting circuits between every lamp and the source of 
current. Connections may be made thru switches, fixtures, 
sockets, plugs, extension cords, lamp stands, or other con- 
venient apparatus, but they must be made properly before 
the lamp will light up (Fig. 47). There is always a chance 
for some little thing to happen to any of these which may 
keep the current from passing thru the lamp filament, and it 
is, in some cases, these little things that cause most of the 
troubles in house-lighting. 


76. Possible Lighting-Circuit Troubles.—Bearing the 
foregoing in mind and recalling the simple facts regarding 
electrical circuits, it will be seen that if a lamp is screwed into 
a lamp socket or receptacle, and it fails to light up, any of the 
following may be the cause: 


(1) The lamp may not be screwed into the socket far 
enough, (2) the lamp may be burnt out, (3) the switch may be 
open or disconnected, (4) a fuse may have been blown, (5) 
the power may be shut off, (6) the connections inside of the 
socket may be poor, (7) the wires in the fixture may be dis- 
connected; or, in the case of a table lamp or floor lamp where 
an extension cord is used, (8) the extension cord plug may not 
be screwed in far enough, (9) the wires in the plug may be 
disconnected, (10) the cord wire may be disconnected in the 
lamp fixture. 


77. Lamp Not Turned In Far Enough.—lIt is very 
easy to understand that the lamp must be screwed into the 
socket far enough to bring the metallic piece on the end of its 
base in contact with the piece in the bottom of the socket 
(Fig. 48). The remedy, then, is to turn it in farther. It 
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sometimes happens that the small piece of brass A in the 
bottom of the socket becomes bent down, and it 1s impossible 
to bring the two pieces in contact, however hard the lamp is 
turned. If this should happen to be the case, open the switch 
and pry this little piece up with a knife or screwdriver. (If 
—— the switch is not opened, you 
will undoubtedly blow a fuse 
by making a connection be- 
: tween this little piece and the 
jf restait ^  brassshellinside of the socket 
Le Be which will cause a short cir- 
: cuit, the current going thru 
the knife or screwdriver.) 


Fic. 48. The interior of a com- 78. Burnt-Out Lamp. 
mon lamp socket. The dark areas If the lamp is turned in tight- 
show the path of the current. sean. 

ly and a connection is made, 
but still refuses to light, it may be burnt out; that 1s, the fila- 
ment may be burnt or broken. To determine whether or not 
this is the case, try a different lamp in the same socket or 
hold it up to the light and examine the filament. Sometimes, 
if there is only a single break in the filament, it is possible to 
weld the ends together by giving the lamp a gentle tap while 
the current is on. 


Insulation 


79. An Open or Disconnected Switch.—Sometimes 
there is more than one switch in a lamp circuit, as in the case 
where several lamps are suspended from one fixture to make 
possible the operating of any or all of them (Fig. 49). One 
should be certain that both the wall switch and the key 
switch in the socket are closed. A push-button switch is 
closed when the white button is pushed in, and a key switch 
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usually snaps as it is turned off; that is, it gives a sort of a 
click when it is turned off and makes no sound as it is turned 
on. The key usually turns a little harder when turned on 
than when turned off. 


a) | 
key Switch 
wall Smich 


Frc. 49. A common installation. The wall switch controls both 
lamps, and the key switches control them individually. A diagram of 
the connections is given also. 


If the wall switch is disconnected, or if the connections 
to it are loose, it is possible that closing a door or jarring the 
switch in any way may cause the lamps on its circuit to go 
out or to flicker. In such a case, remove the switch cover and 
fasten the wires firmly under the screws in the switch termi- 
nals. These wires are in plain view, and this adjustment can 
be made very easily without danger. 

If the wall switch is found to be all right, and the key 
switch turned on, and still the lamp refuses to light when 
placed in the socket, and if there is only a single socket, the 
fault may be that listed in No. 6, Sec. 76. If, however, the 
fixture into which the lamp in question has been placed is for 
more than one lamp, try the other sockets in the same fix- 
ture. Ifthelamp lightsin any of them, the fault must be No. 
6. Ifitfailsto light in any of them, the trouble may be that 


listed No. 7. 
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80. A Blown Fuse or Lack of Power.—If there is only 
a single circuit in a house, one set of fuses, and none of the 
lamps light up when their switches are closed, either a fuse 
has been blown or the power has been turned off. If any 
lamp in the house lights, when there is only the one set of 
fuses, these cannot be the causes of the trouble (Fig. 50, A). 
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Fic. 60. Testing for a lack of power or a blown fuse. A represents 

a simple entrance switch arrangement, and B an arrangement providing 

for two circuits. "The fixtures are supposed to be in different rooms of 

the same house. If the lamp lights as shown with arrangement A, the 

E areallright. If with arrangement B, one of the branch fuses may 
e blown. 


If, however, there is more than one fused circuit in the house 
(Fig. 50, B) and the lamps on one circuit light, but none on one 
of the others, it is almost a sure indication that at least one 
fuse has been blown. If a blown fuse is detected and re- 
placed, take special care to see that it does not blow again as 
soon as the switch is closed. If this happens, a short circuit 
is causing the trouble and must be taken care of before put- 
ting in a new fuse will do any good. 


81. Poor Connections in a Socket.—If there is only a 
single socket on a particular circuit and all previous tests 
have failed to reveal any fault, the trouble is quite likely to be 
within the socket itself. It will be necessary, in such a case, 
to open the switch in the wall, or, preferably, the main 
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switch, to remove the socket cover, and to look for loose con- 
nections. If, however, more than one socket is placed at this 
particular place and a lamp will light up in none of them, the 
fault is most likely to be that listed under No. 7, Sec. 76. If 
the lamp lights in all of the sockets on a fixture but one, the 
fault must be in the socket or its connections. 


82. Faults in a Fixture.—If several lamps are provided 
for on one fixture and none of the sockets will furnish current 
to a good lamp, it is most likely that the wires in the fixture 
have become disconnected or burnt. 'This occurs very rarely, 
however, except in cases where heaters are connected to 
lighting circuit outlets. Sometimes the wires in the fixture 
are not large enough to carry all of the current required by a 
heater, and they are burnt out. It is for this reason that 
special receptacles should be provided for heaters. 


If this appears to be the cause of the trouble, examine all 
of the easily-accessible joints in the fixture first, and, finally, 
those under the canopy, or other arrangement, on the ceiling 
or wall. These joints will be found to be soldered and cov- 
ered with tape, but a break can usually be detected by pulling 
gently on the wires without removing the latter. 


83. Other Possible Troubles.—If none of the foregoing 
tests reveal the difficulty, it may be that—in such cases as 
table-lamp and floor-lamp installations—extension-cord con- 
nections are poorly made or have become loose, or that the 
connections within the lamp-stand are poor. If this is sus- 
pected, apply the tests to these in the same manner as ex- 
plained in the discussion of heating circuits and in the first 
part of this chapter. 
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84. Short Circuits.— The foregoing tests and remedies 
properly applied in the order given should ordinarily take care 
of the problems arising in the average home. There is, how- 
ever, the possibility of forming a “short” ina circuit (Fig. 51), 
which causes the blowing out of a fuse or fuses. This has 


been mentioned 

2 ^ under the study 
‘ of heating and in 

i/ Sec.61,butneeds 

i $95 amore extended 
description and 

explanation at 


i um n $e possible causes of — n this time. 

. Touching of bare wires entering a lamp. 2. e 
Wire not wrapped around connector on end of ex- Short circuits 
tension plug. 3. Wires touching insıde of an ex- which usually 
tension-cord plug. 4. A nail, screwdriver or the 

like in a socket or receptacle. 5. Loose or poor result in the 


connections 1n a socket. . 

blowing of fuses, 
may be caused by any of several conditions. Accidental con- 
nections may be made by loose connections in a socket, making 
it possible for two wires to touch each other; by wearing off 
insulation; by breaking of insulating material, or anything 
else which would make possible an easy path for the elec- 
tricity. Ifa short circuit has been formed, the fuses will be 
blown as fast as they are replaced. It is possible that some 
of the lights are all right when, suddenly, just as a switch is 
closed or a lamp turned on, they all go out. "This indicates 
that there is a short circuit in that particular part of the line, 
and it must be left open or the short removed before it would 
do any good to replace the fuses. 


If this should occur after dark, and it is desired to use the 
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lamps that night or to postpone the removing of the short 
circuit, it is necessary only to leave the one circuit open and to 
putin a new fuse. If a fuse must be placed in a circuit at night 
when all of the lights are off, light a match or candle before mak- 
ing an attempt to remove or insert it. More than one person has 
received a severe shock while trying to replace a fuse in the dark. 
(See Chapter XII.) 


5 L il 
HIE 


A 


@ 
Fic. 52. A illustrates an installation with a short circuit in one 


branch and the proper arrangement for testing for it; B, the lighting 
dimly of the test lamp and the one in a good circuit; C, the lighting 
brightly of the test lamp and the failure of the lamp in the defective 
circuit. 

85. Tests for Short Circuits.—It is not always possible 
to detect the location of a short circuit as easily as has been 
indicated, in which case it will be necessary to test for it. 
The author believes that the following method used by him is 
as satisfactory as any, and it 1s very simple and inexpensive. 
This explanation is for a single circuit installation, but can be 
applied in any circuit. 

Open the entrance switch and remove the fuses, replacing 
them with one good fuse and an ordinary lamp. Close the 
main switch and turn on, one by one, every branch of the cir- 
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cuit, noting the brilliancy of the lamp on that branch. (If 
there is only a receptacle in some branches, turn a lamp into 
1t.) On every branch circuit that is all right, the lamp, or 
lamps, will light up dimly, as will also the one in the fuse 
receptacle. When the circuit in which the short has been 
made is reached, the lamp in the circuit will not light up, but 
the one in the fuse receptacle will light up brightly (Fig. 52). 


After the circuit in which the short has been formed has 
been located, the main switch should be opened and all parts 
of the apparatus in the circuit inspected for possible shorts 
such as broken parts, worn insulation, etc. The short circuit 
can be removed by tightening down loose wires, replacing 
broken parts, covering bare wires with friction tape, or what- 
ever else may be necessary. 


86. Value of Tests and Remedies.—If all of the fore- 
going tests and remedies are studied carefully and applied 
properly, there is no reason why every house owner cannot be 
his own electrician. It is important that every person be 
able to do this kind of work because of the expense and incon- 
venience involved in being compelled to hire someone else to 
doit. Then, too, considerable time is frequently lost in 
waiting for some little repair job that can be taken care of 
without cost and with very little trouble by some member of 
the family. 


SUMMARY OF PRINCIPLES IN CHAPTER X 


1. Lighting troubles are quite likely to be due to poor connections 


or short circuits. 
2. Troubles are easily detected and remedied. 
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QUESTIONS 


1. Why is it important that everybody be familiar with lighting 
operations? 

2. What apparatus is involved in the average lighting circuit? 

3. Enumerate the possible lighting-circuit troubles. 


4. Why is it that failure to turn the lamp into the receptacle far 
enough may cause it to fail to light? 


b. What may be wrong in a lamp receptacle? 


6. Whyisit necessary to open the switch when working on a lamp 
receptacle or socket? 


7. What causes a lamp to burn out? 
8. How can a burnt out or broken filament be detected? 
9. Howisit possible, sometimes, to repair a broken filament? 
10. How can you tell whether a switch is on or off? 
11. Ifa fuse blows just as soon as it is replaced, what is the trouble? 
12. How are poor connections in the socket detected? 
13. What may be wrong in the fixture? 
14. What are short circuits? 
15. What happens when a short circuit is formed? 
16. Howisashort circuit detected? 
17. How is it repaired? 
18. What should be done if a fuse must be replaced at night? 


19. How is it possible to use part of the lamps in a house even tho 
there is a short circuit In some one circuit? 


SUGGESTIONS 


1. Try as many of the tests described in this chapter as you possibly 
can. 

2. Try torepaira broken lamp filament. 

3. Many times just before the filament in a lamp burns, the inside 
of the bulb becomes partly covered with a sort of dark substance. See 
if you can notice this on any lamp and watch it to see how long it lasts 
after this begins to appear. 


CHAPTER XI 


ELECTRICAL MEASUREMENTS 


87. Necessity of Units.— So far in our discussions we 
have spoken in a rather general way about electrical quanti- 
ties, and such terms as volts, amperes and watts have been 
used more or less indefinitely. An attempt will be made at 
this time to give sufficient description of these units to afford 
the reader a working knowledge of them at least. 

Many of the common units of measurment such as the 
cent, nickel, dime, quarter, half-dollar and dollar, used in 
specifying values, and the inch, foot, yard and mile, used in 

F —— specifying lengths, 
his 24493» are so familiar to 
Mo.) most of us that we 


seldom stop to 


Fic. 53. Examples of common units of think and to real- 
measurement. 


ize that they really 

are units of measurement (Fig. 53). Suppose, for an instant, 
that we had no such units. We would be compelled to use 
such statements as “ʻa bushel of potatoes is worth quite a 
lot; a yard of cloth is worth a little more; a house and lot 
are worth many times as much," and so on, without being 
able to measure the value or to tell anyone else what it is. 
Then, too, in trying to express length, we would have to use 
such expressions as long, longer, short, etc., and it would be 
almost impossible to make these measurements at all definite. 
To do away with any such inconveniences, various units of 
measurement have been established which are a standard 
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used by everybody in this country and in some of the foreign 
countries, the unit of value being the dollar, and the unit of 
length the foot. 

It is just as necessary to have units of measurement for 
electrical applications as it is in any others, to make possible 
the definite measurement of values. The more common of 
these will be discussed from a practical standpoint with spe- 
cial stress placed upon their use rather than their origin. 


Fic. 64. Two common sources of electrical pressure and diagram- 
matical water pressures of similar values. 

88. Common Electrical Units.—The most common 
units used in electrical work are the volt, the ampere, the 
watt, the kilowatt and the kilowatt-hour, while some of the 
less commonly used ones are the ohm, the farad, the maxwell, 
etc. We are more particularly interested in the first four, 
because they are used so commonly, and we shall limit our 
discussion to them alone. 

89, Tbe Volt.—The volt, with which we are somewhat 
familiar in a general way, is the unit by which electrical pres- 
sures are measured. Whenever voltage is spoken of, elec- 
trical pressure is referred to. Common voltages are: dry 
cell, 1.5; a storage cell, 2; common lighting and heating cir- 
cuits, 110; common power circuits, 220 or 440; and many 
street-car circuits, 550. 
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We have learned that the voltage mark on any piece of 
electrical apparatus is placed there so the user will know the 
pressure upon which it is supposed to be used. The voltage 
applied may be less than that given on any electrical device, 
but it should not be more. For instance, many lamps or flat- 
irons have a 118-V or a 120-V mark on them. "They are ex- 
pected to be used on 110-volt circuits and are made this way 
so that if the pressure, which is, in most cases, furnished by a 
generator, becomes a few volts too 
high, the apparatus being used will 
not be burnt out. 


90. Measuring Volts.—Because 
of the fact that most electrical pres- 
sures are standard ; that is, 1.5, 2, 6, 

110, 220, etc.; it is not usually nec- 
RE — he ‘ang essary to measure voltages except in 
ammeters in electrical cir- special work. It is known that the 
cults. 

voltages of cells are added when the 
cells are connected in series so they can be calculated without 
difficulty. If, however, it becomes necessary to measure the 
voltage of a battery or generator, all that is required 1s to con- 
nect the terminals of a meter, known as a voltmeter, to its 
terminals or to wires running from them, in a manner some- 
what similar to that of connecting a bell or lamp to a line. 
(See Fig. 56.) 


91. The Ampere.—It is a little more difficult to 
understand just what is meant by an ampere because 
the ampere is the unit of rate of flow of current, 
but a brief description will probably make the term 
sufficiently clear. 


Voltmeter 
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The ampere is the unit by which we express how fast 
electricity is flowing in a circuit; that is, if one bell requiring a 
certain amount of electricity is connected to a battery, the 
electricity will have to flow thru the wire fast enough to keep 
the bell fully supplied, or it will not ring. The speed or rate 
at which it flows is expressed asso many amperes. Now, ifa 
second bell of the 
same type is con- 
nected to this 
same battery cir- 
cuit, it is evident 
that in order to 
*"feed'' enough 
electricity to both 
bells to make 
them ring, the 
current would 


have to be twice 


as great; that is Fic. bb. Illustrating the flow of current thru a 
deu ' circuit containing one lamp, and thru a circuit 
the electricity containing two lamps. Also similar cases in the 
flow of water. 
would have to 


flow out of the battery twice as fast or the amperage would 
be twice as much. Fig. 55 shows this with lamps instead 
of bells. ‘Taking a definite example, it is known that 
an ordinary medium-sized lamp requires about 1/2 
ampere flowing thru its filament to make it light up. 
Now, suppose that there are three lamps connected 
to one fixture into which two main wires run. 
The current must be flowing in these wires at the rate of 
three times 1/2 or 1-1/2 amperes. 
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92. Measurement of Amperes.—It is impossible to 
determine amperes in a manner similar to that used in deter- 
mining volts, because the rate at which current flows in a cir- 
cuit depends upon the pressure and the resistance offered by 
the circuit. It should be remembered, however, that an 
ordinary 110-volt lamp of medium size requires about 1/2 
ampere, and that the total number of amperes required by 
several such lamps on one circuit will be the number of lamps 
multiplied by 1/2. 


On heating devices, the number of amperes taken is marked 
on the name plate. "Thus, a mark of 4.9 on a flatiron means 
that the flatiron will draw 4.9 amperes when connected to a 
pressure of the value also stamped on the name plate: that 1s, 
a 110-volt, 4.9-amp. iron will draw 4.9 amperes when con- 
nected to a 110-volt line. 


Fuses, as we already know, are stamped with a numeral 
representing the number of amperes they are capable of car- 
rying without “blowing.” The sum of all of the currents 
being drawn at any one time thru a set of fuses must never 
add up to more than the capacity of the fuses. For example, 
suppose that in a house where there is only one main circuit 
protected by 10-ampere fuses, a heater drawing 6 amperes Is 
being used, and that an attempt is made to use a 4.9-amp. 
flatiron in some other room, or on some other branch circuit 
at the same time. The total number of amperes that would 
have to pass thru the fuses would be 6 plus 4.9 or 10.9. Now, 
the fuses will carry only 10 amperes, so as soon as the attempt 
to use the iron is made, they will blow. "This, of course, 
would shut the heater off also, and it would not operate again 
until the fuses had been replaced. There would be a great 
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advantage in having the fuses blow in such a case, however, 
and it is for such cases that they are of great value, because 
the large amount of current, 10.9 ampere, might be sufficient 
to burn the insulation off of the main wires in the house and 
to set it on fire. When large amounts of current must be 
used, special provision must be made by installing branch 
circuits and larger main wires. 


When it is necessary to measure how fast current is flowing 
in a circuit, a meter known as an ammeter is used (Fig. 56). 
It is connected in the circuit in the same manner as a push- 
button is connected in a bell circuit; that is, in series. The 
most common use of the ammeter in every-day applications 
is in the automobile where it 1s placed on the dash and con- 
nected in the storage-battery circuit to give a reading of the 
number of amperes flowing into or out of the storage battery. 


93. Watts and Kilowatts.—The watt is the unit by 
which power or ability to do work is measured. It may seem 
strabge that neither volts nor amperes give a measure of 
power, but neither does. The amperage of different pieces of 
apparatus on the same circuit give an indication of the power, 
but not the actual power. A brief description will make this 
more readily understandable, I believe. 


Suppose that a large steel tank is partly filled with water 
and air that is forced into it until the pressure is very high. 
Now, if the tank is completely closed, the pressure would re- 
main there indefinitely, but it alone would be of no particular 
value in so far as power is concerned. The only manner in 
which it could be made serviceable would be to drill a hole in 
it and attach a pipe to the tank and permit the water to flow 
out. The flowing of the water under the pressure would do 
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work if proper arrangements were made for using it, and the 
power it would have would depend upon the speed at which 
the water was permitted to flow out. It will be seen that two 
things are necessary for power—pressure and the flow of the 
water. 

In electrical work, the same is true. There may be any 
amount of voltage, but it alone does not represent power. 
Electricity must flow before it 1s capable of doing anything, 
and the faster it flows, the more itis capable of doing. It is 
evident, then, that volts and amperes combined are necessary 
for a measurement of power because the voltage is the meas- 
ure of the pressure and the amperage is the measure of the 
rate at which the electricity flows. 

Since in ordinary uses the number of watts of power deliv- 
ered to a circuit is so large that it might run up into figures 
which are inconvenient to handle, the unit more commonly 
used is the kilowatt, which is equal to 1000 watts. 


94. Measuring Watts and Kilowatts.—The number 
of watts of power required by a lamp jis usually printed on a 
small piece of paper attached to the base, or near the to base. 
A lamp marked “‘60-watt” requires four times as much power 
as one marked ''15-watt," and, consequently, costs four 
times as much to operate. Lamps are ordinarily distin- 
guished by their wattage; that 1s, we speak of 15-watt, 40- 
watt, 60-watt and 100-watt lamps. These numbers are the 
measure of the power required to operate the lamps or the 
power used by them when they are operated. 

Ordinarily, it is not necessary to know how many watts are 
required for the operation of a piece of electrical apparatus 
unless it is desired to determine its cost of operation. If itis 
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desired to know the power required by heaters and the like, 
the number of watts can be determined by multiplying the 
volts by the amperes. For example, if a heater is marked 
“110-V—5-amp.”’, the number of watts it would use when 
connected to a 110-volt line will be 110 x 5, or 550. 

If this were to be expressed in kilowatts, it would be 550 
divided by 1000, or .55, or a little over 1/2 a kilowatt. 

When it is necessary to measure watts, an instrument 
known as a wattmeter is used, but in common applications, 
its use is very limited. 

95. Kilowatt-Hours.—Upon careful thought, it will be 
seen that none of the foregoing units take into consideration 
the length of time power is used. This may not be clear, but 
consider the following: A man may be ever so strong and 
powerful, but his value is measured by the length of time he 
uses his strength to an advantage; that is, if someone hires 
him to work, the pay he gives depends upon the length of 
time the man works. His strength is only a measure of his 
ability to be of value. If he is very strong, he may be worth 
$1.00 per hour, or if he is not so strong, he may be worth only 
90 cents per hour. His pay, however, will depend upon this 
rate and the number of hours he works. If he works two 
hours at $1.00 per hour, he will get $1.00 x 2, or $2.00, while he 
would get $5.00 if he should work five hours. 

Likewise, time must be taken into consideration in calcu- 
lating the value and cost of electrical power. The unit most 
commonly used is the kilowatt-hour, which, as the name indi- 
cates, is the expending of one kilowatt of power for one hour. 


96. Measuring Kilowatt-Hours.—The number of kilo- 
watt-hours of power used in any circuit can be calculated by 


90 PRACTICAL ELECTRICITY FOR BEGINNERS 


multiplying the number of kilowatts being used by the num- 
ber of hours used; that is, if ten 100-watt lamps are used 
from 8 o’clock until 10 o’clock, the 
number of kilowatt-hours would 
be 10 x 100 x2 divided by 1000, or 
2. Such calculations are of little 
value ordinarily because lamps are 
turned on and off frequently and 
are used for only a few minutes at 
times and for hours at other times, 
so a meter has been devised which 


: . i Fic. 67. kil 
reads directly in kilowatt-hours du hour M n This 


. meter is usually placed 
(Fig. 57). These meters are used near the entrance switch 
almost exclusively in the measur- in house installations. 


ing of the power consumption in the home and in fac- 
tories and shops. 


97. Reading the Kilowatt-Hour Meter.—It is impor- 
tant that every person using electrical power be able to 
read a kilowatt-hour 
meter because of the fact 
that power companies 
base their charges for 


| A 
KILOWATT NOVAS power upon the readings 


taken from it. Thus, it is 
Fic. 58. Showing the dials on a kilo- i 
watt-hour meter, together with their often desirable to be able 


direction of rotation. to check the readings 
taken by the representative of the company. 

It will be seen by studying the register dials of a meter 
(Fig. 58), that the pointer at the extreme right, while making 
one revolution in a clock-wise direction, registers 10 kilowatt- 


Po 
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hours; that the one on the left of this, while making one revo- 
lution in a counter clock-wise direction, registers 100 kilo- 
watt-hours; that the third from the right, while making one 
revolution in a clock-wise direction, registers 1,000 kilowatt- 
hours, and that when one on the extreme left makes one revo- 
lution in a counter clock-wise direction, it registers 10,000 
kilowatt-hours. While the first, the one on the extreme 
right, makes one complete revolution, the one next to it is 
passing from one number 
to thenext and whilethat 
one is making a complete 
revolution, the one next 
to it is passing from one 
number to the next, etc. 


The 10 pointer willhave 1451 

to revolve 10 times while NES tc E aras Mor 
the 100 pointer is revolv- to right, taking the smaller number on 
: each dial. 

ing once, and the 100 

pointer will have to make 10 complete revolutions before 
the 1,000 completes one revolution. A little study will 
show, then, that in reading the meter it is possible to 
start at the left and read the smaller numbers on the 
four dials (Fig. 59). This is a general rule to follow, but is 
quite likely to be found hard to apply in cases where one of 
the pointers is very nearly directly over a number. For ex- 
ample (Fig. 60), suppose the 10 pointer is just beyond the 9, 
the 100 pointer is almost directly over the 2, the 1,000 pointer 
is just past the 8, and the 10,000 pointer is nearly to the 2. 
The reading might be taken as 1,829 when it should be 1,819. 


Whenever a pointer is nearly directly over a number, it is 


92 PRACTICAL ELECTRICITY FOR BEGINNERS 


best to start at the right and to read backward on the dials, 
then it is possible to tell what the pointer near the number 
should be read. To illustrate, take the example above. The 
reading on the 10 dial is 9, which indicates that when it has 
moved just a little far- 
ther, to the 0, the pointer 
on the 100 dial will be di- 
rectly over a number. In 
this case, the number is 2, 
but from the location of 
1819 the pointer on the first, 
Fic. 60. Method of reading a kilo- Just past the 9, 1t will be 
watt-hour meter when one of the point- . : 
ers is almost directly over a number. seen that the reading is 
Ere Wate in this case is taken from still 1, even tho it appears 
to be 2. The same reason- 
ing should be applied if any of the other pointers are very 


near a number. 


SUMMARY OF PRINCIPLES IN CHAPTER XI 


1. Units are required in electrical applications to make possible 
definite measurements. 

Z. The most common electrical units are the volt, the ampere, the 
watt, the kilowatt, and the kilowatt-hour. 

3. The volt isthe unit of electrical pressure. 

4. Theampereis the unit of rate of flow of electrical current. 

5. The watt is the unit of electrical power. 

6. The kilowatt-hour is the unit upon which power charges are 
based. 

QUESTIONS 


1. Whyisit necessary to have electrical units? 

2. Whatis meant by voltage and what are some common examples? 
3. How is voltage measured? 

4, What is meant by amperage and what are some common ex- 


amples? 


ELECTRICAL MEASUREMENTS 93 


b. How is the total amperage in a circuit determined? 
6. How are amperes measured? 

7. What is meant by a watt? 

8. What is a kilowatt? 

9. How can watts be determined? 


10. Why is it necessary vo have such a unit as a kilowatt-hour? 
11. How are kilowatt-hours measured? 

12. Describe the dial of a kilowatt-hour meter. 

13. How do you read a kilowatt-hour meter? 


14. How should a kilowatt-hour meter be read when one of the 
pointers is almost directly over a number? 


15. What is the value of being able to read a meter? 


SUGGESTIONS 


1. Notetheammeter on your automobile and see if you can read it. 


2. Look at tbe name plate of every piece of heating apparatus you 
see and find out how many amperes it draws. 


3. Look at the watt mark on the lamp in your basement and figure 
out how many kilowatt-hours of power would be wasted if you should 
leave it on all mght. 

4. Work out any of the problems involving power that you can 
think of or find in other books. 

5. Make a careful study of the dial of a kilowatt-hour meter and 
make a drawing of it. 

6. Make drawings of kilowatt-hour meter dials on small sheets of 
paper and place the pointers in different positions. Then, following 
the instructions given in this book, write down the correct readings. 

7. Take the reading of the meter in your house on the day that the 
meter man does and see if your reading checks with his when you get 
your bill. 


8. Observe all of the meters you have a chance to and see if you can 
tell what they are used for and what the readings are. 


CHAPTER XII 


DANGERS INVOLVED IN USING ELECTRICITY; How TO AVOID 
THEM 


98. Why Be Afraid of Electricity.—Since it is a well- 
known fact that electric shocks are sometimes dangerous, it Is 
well to take up the manner in which it is possible to receive 
them and to show, also, how electricity can be handled with 
absolute safety. There seems to exist a natural fear of elec- 
tricity on the part of many and a feeling that they are liable to 
be electrocuted at any moment while they are using electrical 
apparatus. Of course, these are unfounded in most cases, 
but we all know there is the possibility of getting a shock if 
electrical apparatus is not handled properly. This is, how- 
ever, only a strong point in the proof that everybody should 
know something about electricity and its actions. 

Let us consider these points in a simple and ordinary man- 
ner with the hope that they may be made clear. Water, as 
we all know, is one of the necessities of life. It 1s used for 
drinking purposes; it is used for cleansing; we bathe in it; we 
go riding on it, and it is sprinkled on our gardens and lawns. 
Sometimes it is used for power purposes also. Yet, if one 
falls into too much of it and is unable to get out, he drowns. 
This does not mean, however, that whenever water is used, 
there is a possibility of being drowned, and very few fear it. 
People know how to use water properly. 

The chief difference between the use of water and elec- 
tricity is that everybody is familiar with the former, but very 
few with the latter. A baby does not realize the danger of 
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playing in water until he learns that he may drown if he falls 
in where it is too deep. More people have been drowned 
than have been electrocuted. There is absolutely no danger 
involved if electricity is used properly, but if the user is not 
familiar with its actions, he may bring about the possibility 
of a heavy current passing thru his body which might in ex- 
treme cases cause death. In the following discussions, an at- 
tempt will be made to show just wherein the dangers lie in 
making use of this wonderful power and to tell how to avoid 
them absolutely. 


99. How It Is Possible to Get a Shock.—First, let us 
understand that before one can get a shock, he must make 
possible the flowing of electrical current thru his body; that is, 
the body, or part of it, must form a part of an electrical cir- 
cult. This may be brought about by touching the terminals 
in an electrical outlet or the bare wires in an electrical system. 
Then, too, it is barely possible, in some cases explained later, 
for this to be brought about by touching an electrical termi- 
nal, or the frame of a piece of electrical apparatus, while in 
close contact with the ground or with some conducting mate- 
rial connected with it. The human body is not a very good 
conductor of electricity, however, and relatively high voltages 
are required to force current thru it. A person could hold 
onto the terminals of a storage battery or a dry cell indefinite. 
ly without feeling any effect whatsoever, but pressures as low 
as those afforded by these are not sufficiently high for heating 
and lighting, and batteries are too expensive, so we find gen. 
erator circuits most commonly used and the pressure is 
usually 110 volts, seventy-five times that of a dry cell. This 
pressure, altho not dangerous, is sufficient to force consider. 
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able current thru the body if good contact is made with the 
conducting circuits. To cause very great harm, electricity 
must pass thru the entire body, which is ordinarily practically 
impossible except as in cases mentioned later. 


100. How One Gets a Shock from a Lamp Socket.—If 
a person, while repairing a lamp socket, or tampering with it, 
while the current is on, touches the little piece in the base 
and, at the same time, the shell of brass on the inside, he will 
get a little shock which will simply cause him to jerk his hand 
away. Then, too, it 1s possible that he might get a slight 
shock by touching this little piece and the outside of the 
socket if one of the wires happened to be touching it acci- 
dentally. Neither of these shocks would be dangerous, and 
this is practically all that can happen in ordinary cases except 
possibly in the bath room, the kitchen, or in the basement of 
the house, and in these only as described later. Itis possible, 
that in some cases, bared wires or loose connections may 
make slight shocks possible, but they are no more dangerous 
than those received from a socket or receptacle. 

It will be seen, then, that there is very little chance for any- 
thing more than a light shock in the ordinary use of elec- 
trical devices. 


101. Slight Shocks Are Harmless.—Many of the com- 
paratively few accidents occurring in the home are due to 
fright rather than to the electric shock. Many persons are 
scared by a little tinge of electricity which probably does 
them more good than harm. Some people nearly go wild 
when they scarcely feel electrical current, and many of them 
imagine they have received an electric shock when they have 
received nothing of the sort. This excitement is due largely 
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to the fear of electricity. The writer has tested hundreds of 
lighting and heating circuits for current by touching the 
terminals with the thumb and forefinger of the right hand, 
and has never felt any evil effects. In fact, the feeling is a 
rather pleasant one. He does not do this, however, unless he 
is absolutely sure that he is not in contact with any conduct- 
ing material running to the ground and that he is not standing 
on a damp basement floor. This is mentioned only for the 
purpose of showing that there is very little danger involved 
in handling or repairing heating and lighting circuits in the 
home. If you receive a shock while doing some work, simply 
forget it and open the switch, the main one preferably, and 
examine the apparatus you are using for bare wires, loose con- 
nections or for a place where the wire has come in contact 
with the frame. 


102. Where the Real Danger Exists.—In the larger 
villages and cities where power is furnished by a power com- 
pany or where it is transmitted from some distant generating 
plant, it is usually carried under a very high pressure which is 
reduced before it is distributed. "Then, too, there are usually 
electric street-car lines which operate on high voltages. In 
such cases, it is sometimes possible to receive a shock, if con- 
ditions happen to be just right, if one attempts to turn on a 
lamp while standing in a bath tub, while leaning against a gas 
stove or a sink, while standing on a damp basement floor, or 
while in close contact with any conducting material running 
to the ground. Any possibility of this happening can be 
avoided by taking proper precautions, which will probably be 
made clear in the following discussion: 


The ground, especially when it is damp, will carry elec- 
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tricity if the pressure is great enough. In cities where there 
are gas or water pipes under the ground, these form a good 
conducting circuit for electricity. One of the wires of an 
electric circuit may be connected to the ground thru a pipe, 
or in any other manner, without affecting the flow of cur- 
rent. The fact is that, for reasons unexplainable here, in a 
great many cases a connection is made purposely between one 
side of a line and the ground. "The ground, then, may be in 
contact with one side of several different circuits, which may 
have exceedingly high or exceedingly low pressures on them, 
or with both kinds without causing harm. 


This may seem strange to some, but consider the street-car 
lines. The rails, which are placed upon the ground, are one 
of the conducting sides of the circuit just as one of the wires 
running to a lamp is one. The other side is the wire upon 
which the trolley runs. Every time one steps upon the rail 
then, he comes in contact with one side of a high-voltage line. 
No current will flow, however, unless a connection is made be- 
tween the rails and the wire. If, now, a wire were accident- 
ally touching the trolley wire and it should be touched by one 
standing on the ground, the current might pass from the rail 
thru the ground to the person’s feet, thru his body to the wire, 
and thru the wire to the trolley wire, and he might receive a 
severe shock. This would depend upon the completeness of 
the connections and the dampness of the ground. There is, 
nevertheless, a possibility that the person might receive a 
fatal shock in this manner. 


In a house we often have an arrangement somewhat similar 
to the street-car line in many respects, altho it does not have 
the same appearance. Two wires run into it, one of which 
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has probably been connected to the ground at some distant 
point. If this be true, the wire so connected may be consid- 
ered the rails and the other the trolley wire. There is a pos- 
sibility that this second wire is in contact with some high- 
voltage line outside of the house; perhaps touching a trolley 
or other high-voltage wire. It will be seen, then, that if such 
should be the case, a person in close contact with the ground, 
or a conducting material running to it, might receive a fata] 
shock if he should take hold of, or come in contact with, any 
piece of electrical apparatus which happened to be connected, 
by accident, to the ungrounded wire. It is in this manner 
that practically every fatal accident has been brought about 
in the home or shop. 


103. Examples of Accidents.—The following cases are 
known by the author to have happened and are given only to 
show how they were brought about and how they might have 
been avoided: 


A girl was taking a bath one evening when someone called 
her. She had forgotten whether or not she had locked the 
door and reached to turn on a light so she mightsee. Asshe 
touched the lamp socket, she received a fatal shock. This 
would not have happened if she had been out of the bath tub. 
But she was probably in contact with the pipe connected 
with the tub and the wire inside of the socket was probably 
loose and in contact with the outside shell. 


In another case, the fuses were blown during the evening, 
leaving the house in darkness, and the man of the house went 
into the basement in the dark and felt around with his hand 
to find the fuses and to put new onesin. As his hand came in 
contact with the main terminals, he was electrocuted. This 
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could have been avoided if he had taken a light of some kind 
and had stood on a chair or something which would com- 
pletely insulate him from the ground. 

In another case, which happened in a shop, a man caught 
his toe and fell just as he was about to close a switch of the 
open type. His hand accidentally came in contact with the 
line terminals and he reached for a water pipe to keep himself 
from falling. When his hand came in contact with the water 
pipe, he was electrocuted. This would not have happened 
had he kept away from the pipe. 

These three accidents are about the only ones occurring in 
this part of the country in the past five years and are, of 
course, extreme cases. Even these few possibilities for acci- 
dent are being done away with as rapidly as possible by 
making use of enclosed switches, by connecting switch boxes 
and motor frames to the ground, and by various other meth- 
ods of safety, so that at the present time there is very, very 
little danger involved. It is well, however, to know that in 
some few cases, accidents are possible and to take particular 
pains to avoid any chance of bringing them about. 


SUMMARY OF PRINCIPLES IN CHAPTER XII 


1. It is impossible to receive a shock unless the body is made part 
of an electrical circuit. 
2. Slight electrical shocks are harmless. 


3. Severe shocks are impossible except in extreme cases where one 
is standing on a damp basement floor, or in contact with a water or gas 


pipe. 
QUESTIONS 


1. Iselectricity as ordinarily employed in the home dangerous? 
2. How isit possible to get a shock from a lamp socket? 
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In what other manner might one get a shock? 

Are slight electrical shocks harmful? 

Where does the real danger exist in a home? 

Are accidents in homes very common? 

. Tellin your own words how an accident might occur. 


8. Describe any accident you may have heard of and see if you can 
explain how it might have been avoided. 


IH wo 


SUGGESTIONS 


1. Always be careful when you turn on a lamp in a bath-room, 
kitchen or basement. 

2. Before you attempt to repair a part of an electrical circuit, 
especially in any of these places, open the main switch. 

3. When you replace fuses in a branch circuit open the main switch 
if possible. 

4. If it is ever necessary to replace the main fuses in a basement be 
sure that you are insulated from the ground and that you use only one 
hand. 
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